EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 


Newest version can be found online at: tinyurl.com/eiacodes 


Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 
Contains 37 yearly EIA Code lists: '46, '49 to '69, '71 to '73, '77, '80, '81, '87, '89, '94 to '99 and 2001 


Company/Manufacturer Year Address 














1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Fastex Division, Illinois Tool Works Des Plaines Illinois USA 
1 Analog Devices, Inc. Wilmington Massachusetts USA 
1 Analog Devices, Inc. Wilmington Massachusetts USA 
1 Analog Devices, Inc. Wilmington Massachusetts USA 
1 Analog Devices, Inc. 804 Woburn Street Wilmington Massachusetts USA 
1 Analog Devices, Inc. 804 Woburn Street Wilmington Massachusetts USA 
2 JB Electronic Transformers, Inc. Chicago 47 Illinois USA 
2 JB Electronic Transformers, Inc. Chicago 47 Illinois USA 
2 JB Electronic Transformers, Inc. Chicago 47 Illinois USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company North Adams Massachusetts USA 
2 Sprague Electric Company 1987 Lexington Massachusetts USA 
2 Sprague Technologies 1989 Lexington Massachusetts USA 
2 Vishay Sprague 1994 Sanford Maine USA 
2 Vishay Sprague 1995 Sanford Maine USA 
3 Tedford Crystal Laboratories, Inc. Cincinnati 23 Ohio USA 
3 Clarostat (India) Pvt., Ltd. Bombay India 
3 Clarostat (India) Pvt., Ltd. Bombay India 
3 Clarostat (India) Pvt., Ltd. Bombay India 
3 Clarostat (India) Pvt., Ltd. 1987 Bombay India 
3 Clarostat (India) Pvt., Ltd. | 1989 Bombay India 
4 Kemet Dept., Linde Div., Union Carbide Corp. Cleveland Ohio USA 
4 Kemet Dept., Linde Div., Union Carbide Corp. Cleveland Ohio USA 
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Code Company/Manufacturer Year Address City State Country 
4 Union Carbide Corp., Electronics Div. Cleveland Ohio USA 
4 Union Carbide Corp., Electronics Div. Cleveland Ohio USA 
4 Union Carbide Corp., Electronics Div. Cleveland Ohio USA 
4 Union Carbide Corp., Electronics Div. Cleveland Ohio USA 
4 Union Carbide Corp., Components Dept. Greenville South Carolina USA 
4 Union Carbide Corp., Components Dept. Greenville South Carolina USA 
4 Union Carbide Corp., Components Dept. Greenville South Carolina USA 
4 Union Carbide Corp., Components Dept. Greenville South Carolina USA 
4 KEMET Electronics Corp. Greenville South Carolina USA 
4 KEMET Electronics Corp Greenville South Carolina USA 
4 KEMET Electronics Corp Greenville South Carolina USA 
4 KEMET Electronics Corp. Greenville South Carolina USA 
4 KEMET Electronics Corp. Greenville South Carolina USA 
4 KEMET Electronics Corp. Greenville South Carolina USA 
4 KEMET Electronics Corp. PO Box 5928 Greenville South Carolina USA 
4 KEMET Electronics Corp Route 276, S.E. Greenville South Carolina USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors Chicago Illinois USA 
5 Sun Capacitors 1987 Chicago Illinois USA 
5 Sun Capacitors 1989 Chicago Illinois USA 
5 Sun Capacitors 2001 2554 W. Lawrence Ave. Chicago Illinois USA 
6 SNC Manufacturing Co. 196: Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. Oshkosh Wisconsin USA 
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6 SNC Manufacturing Co. [1981S Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. 1987 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. 1989 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. 1994 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. 1995 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co., Inc. 1996 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co., Inc. 1997 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co., Inc. 1998 Oshkosh Wisconsin USA 
6 SNC Manufacturing Co., Inc. 1999 101 West Waukau Avenu Oshkosh Wisconsin USA 
6 SNC Manufacturing Co. 2001 PO Box 277 Oshkosh Wisconsin USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co. Greenfield Massachusetts USA 
7 Wesco Electrical Co. Greenfield Massachusetts USA 
7 Wesco Electrical Co. - J.K. Electronics, Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co. - J.K. Electronics, Inc. Greenfield Massachusetts USA 
7 Wesco Electrical Co. Greenfield Massachusetts USA 
7 Wesco Electrical Co. Greenfield Massachusetts USA 
7 Wesco Electrical Co. Greenfield Massachusetts USA 
7 Wesco Electrical Co. 201 Munson Street Greenfield Massachusetts USA 
7 Wesco Electrical Co. 201 Munson Street Greenfield Massachusetts USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Transcon Manufacturing Co. Dallas Texas USA 
8 Amrad Corp. Paris Texas USA 
8 Amrad Corp. Paris Texas USA 
8 Amrad Corp. Paris Texas USA 
9 Tansitor Electronics, Inc. Bennington Vermont USA 
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9 Tansitor Electronics, Inc. Bennington Vermont USA 
9 Tansitor Electronics, Inc. Bennington Vermont USA 
9 Tansitor Electronics Inc. Bennington Vermont USA 
9 Tansitor Electronics, Inc. Bennington Vermont USA 
9 Aerotron, Inc. Raleigh North Carolina USA 
9 Aerotron, Inc. Raleigh North Carolina USA 
9 Aerotron, Inc. Raleigh North Carolina USA 
9 Aerotron, Inc. Raleigh North Carolina USA 
9 Tansitor Electronics Bennington Vermont USA 
9 Tansitor Electronics Bennington Vermont USA 
9 Tansitor Electronics 1987 Bennington Vermont USA 
9 Tansitor Electronics 1989 Bennington Vermont USA 
9 Tansitor Electronics 1994 Bennington Vermont USA 
9 Tansitor Electronics 1995 Bennington Vermont USA 
9 Tansitor Electronics, Inc. 1996 Benington Vermont USA 
9 Tansitor Electronics, Inc. 1997 Bennington Vermont USA 
9 Tansitor Electronics, Inc. 1998 Bennington Vermont USA 
9 Tansitor Electronics, Inc. 1999 PO Box 230, West Road Bennington Vermont USA 
10 Semiconductor Div., Bendix Radio Holmdel New Jersey USA 
10 Semiconductor Div., Bendix Radio Holmdel New Jersey USA 
10 Semiconductor Div., Bendix Radio Holmdel New Jersey USA 
10 Semiconductor Div., Bendix Corporation Holmdel New Jersey USA 
10 Semiconductor Div., Bendix Corporation Holmdel New Jersey USA 
10 Mura Corporation Jericho New York USA 
10 Mura Corporation Jericho New York USA 
10 Mura Corporation Jericho New York USA 
10 Mura Corporation 1987 Jericho New York USA 
10 Mura Corporation 1989 Jericho New York USA 
10 Mura Corporation 2001 50 South Service Road Jericho New York USA 
11 Hoffman Products Corp. Chicago Illinois USA 
11 Hoffman Products Corp. Chicago Illinois USA 
11 Hoffman Products Corp. Chicago Illinois USA 
11 Hoffman Products Corp. Chicago Illinois USA 
11 Hoffman Products Corp. Chicago Illinois USA 
11 Litronix Cupertino California USA 
11 Litronix Cupertino California USA 
11 Litronix Cupertino California USA 
11 Litronix 1987 Cupertino California USA 
11 Litronix 1989 Cupertino California USA 


11 Litronix 1994 Cupertino California USA 
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11 Litronix 1995 Cupertino California USA 
11 Litronix 1996 Cupertino California USA 
11 Litronix 2001 19000 Homestead Rd. Ve Cupertino California USA 
12 KSC Semiconductor Corp. 196: West Newton Massachusetts USA 
12 KSC Semiconductor Corp. 1966 West Newton Massachusetts USA 
12 KSC Semiconductor Corp. West Newton Massachusetts USA 
12 KSC Semiconductor Corp. Chelmsford Massachusetts USA 
12 KSC Semiconductor Corp., Sub. Silicon Transistor Corp. Chelmsford Massachusetts USA 
12 KSC Semiconductor Corp., Sub. Silicon Transistor Corp. Chelmsford Massachusetts USA 
12 KSC Semiconductor Corp., Sub. Silicon Transistor Corp. Chelmsford Massachusetts USA 
12 KSC Semiconductor Corp., Sub, Silicon Transistor Corp. Chelmsford Massachusetts USA 
13 Astron Div., Renwell Industries East Newark New Jersey USA 
13 Robertshaw Controls Co. Waterbury Connecticut USA 
13 Robertshaw Controls Co./Lux Times Div. Waterbury Connecticut USA 
13 Robertshaw Controls Co./Lux Times Div. Waterbury Connecticut USA 
13 Robertshaw Controls Co./Lux Times Div. 1987 Waterbury Connecticut USA 
13 Robertshaw Controls Co./Lux Times Div. 1989 Waterbury Connecticut USA 
14 National Semiconductor Corp. 196: Danbury Connecticut USA 
14 National Semiconductor Corp. Danbury Connecticut USA 
14 National Semiconductor Corp. Danbury Connecticut USA 
14 National Semiconductor Corp. Danbury Connecticut USA 
14 National Semiconductor Corp. Danbury Connecticut USA 
14 National Semiconductor Corp. Danbury Connecticut USA 
14 National Semiconductor Corp. Santa Clara California USA 
14 National Semiconductor Corp. Santa Clara California USA 
14 National Semiconductor Corp. Santa Clara California USA 
14 National Semiconductor Corp. 1989 | Santa Clara California USA 
14 National Semiconductor Corp. 1994 Santa Clara California USA 
14 National Semiconductor Corp. 1995 Santa Clara California USA 
14 National Semiconductor Corp. 1996 Santa Clara California USA 
14 National Semiconductor Corp. 1997 Santa Clara California USA 
14 National Semiconductor Corp. 2001 2900 Semiconductor Driv Santa Clara California USA 
15 Columbia Technical Corporation Woodside New York USA 
15 Columbia Technical Corporation Woodside New York USA 
15 Crystal Technology, Inc. Palo Alto California USA 
15 Crystal Technology, Inc. Palo Alto California USA 
15 Crystal Technology, Inc. 1987 Palo Alto California USA 
15 Crystal Technology, Inc. 1989 Palo Alto California USA 
15 Crystal Technology, Inc. 1994 Palo Alto California USA 


15 Crystal Technology, Inc. 1995 Palo Alto California USA 
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15 Crystal Technology, Inc. 1996 Palo Alto California USA 
15 Crystal Technology, Inc. 2001 2510 Old Middlefield Way Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
16 Fairchild Semiconductor Mountain View California USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Utrad Corp., Sub. Litton Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems Huntington Indiana USA 
17 Triad-Utrad Div. of Litton Systems 1987 Huntington Indiana USA 
17 MagneTek Triad 1989 Huntington Indiana USA 
17 MagneTek Triad 1994 Huntington Indiana USA 
17 MagneTek Triad 1995 Huntington Indiana USA 
17 MagneTek Triad 1996 Huntington Indiana USA 
17 MagneTek 2001 1124 East Franklin St. —§ Huntington Indiana USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
18 Diodes, Inc. Chatsworth California USA 
19 Campbell Industries, Sub. Clarostat Dover New Hampshire USA 
19 Campbell Industries, Sub. Clarostat Dover New Hampshire USA 
19 Clarostat-Maine, Inc. Richmond Maine USA 
19 Clarostat-Maine, Inc. Richmond Maine USA 
19 Clarostat-Maine, Inc. Richmond Maine USA 
19 Clarostat-Richmond, Inc. Richmond Maine USA 
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19 Clarostat-Richmond, Inc. Richmond Maine USA 
19 Clarostat-Richmond, Inc. Richmond Maine USA 
19 Clarostat-Richmond, Inc. Richmond Maine USA 
19 Clarostat-Richmond, Inc. Richmond Maine USA 
19 Clarostat Mfg. Co. El Paso Texas USA 
19 Clarostat Mfg. Co. El Paso Texas USA 
19 Clarostat-Richmond, Inc. Richmond Maine USA 
19 Clarostat-Richmond Richmond Maine USA 
20 Clarostat-Virginia, Sub. Clarostat Dover New Hampshire USA 
20 Clarostat-Virginia, Sub. Clarostat Dover New Hampshire USA 
20 Clarostat-Virginia, Sub. Clarostat Dover New Hampshire USA 
20 Clarostat-Virginia, Sub. Clarostat Dover New Hampshire USA 
20 Clarostat-Virginia, Sub. Clarostat Dover New Hampshire USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. Orange Virginia USA 
20 Clarostat-Virginia, Inc. 1987 Orange Virginia USA 
20 Clarostat-Virginia, Inc. 1989 Orange Virginia USA 
20 Clarostat Mfg. Co. 1994 Richmond Maine USA 
20 Clarostat Mfg. Co. 1995 Richmond Maine USA 
20 Clarostat-El Paso, Inc. 1996 El Paso Texas USA 
20 El Paso, Inc. El Paso Texas USA 
21 Hoffman Electronics Corp. El Monte California USA 
21 Hoffman Electronics Corp. El Monte California USA 
21 Hoffman Electronics Corp. El Monte California USA 
21 Hoffman Electronics Corp. El Monte California USA 
21 Hoffman Electronics Corp. El Monte California USA 
21 Ad-Vance Magnetics, Inc. 1987 Rochester Indiana USA 
21 Ad-Vance Magnetics, Inc. : 1989 Rochester Indiana USA 
21 Ad-Vance Magnetics, Inc. 1994 Rochester Indiana USA 
21 Ad-Vance Magnetics, Inc. 1995 Rochester Indiana USA 
21 Ad-Vance Magnetics, Inc. 1996 Rochester Indiana USA 
21 Ad-Vance Magnetics, Inc. 1997 Rochester Indiana USA 
21 Ad-Vance Magnetics 2001 625 Monroe Street Rochester Indiana USA 
22 Winchester Electronics Div., Litton Norwalk Connecticut USA 
22 Winchester Electronics Div., Litton Norwalk Connecticut USA 
22 Winchester Electronics Div., Litton Norwalk Connecticut USA 
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22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
22 Winchester Electronics Div., Litton Oakville Connecticut USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corp. Chicago Illinois USA 
23 Inglot Electronics Corporation 4878 North Elston Ave. Chicago Illinois USA 
23 Inglot Electronics Corp. 4878 N. Elston Ave. Chicago Illinois USA 
24 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
24 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
24 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
24 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
24 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
24 Becker Electronics Mfg. Corp. East Durham New York USA 
24 Becker Electronics Mfg. Corp East Durham New York USA 
24 Becker Electronics Mfg. Corp. East Durham New York USA 
24 Becker Mfg. Corp. East Durham New York USA 
24 Becker Mfg. Corp. East Durham New York USA 
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24 Becker Mfg. Corp. East Durham New York USA 
24 Becker Mfg. Corp. 1987 East Durham New York USA 
24 Becker Mfg. Corp. 1989 East Durham New York USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
25 Ace Transformer Corporation Chicago Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp. Carterville Illinois USA 
26 American Magnetics Corp Carterville Florida USA 
26 American Magnetics Corp. | 1989 Carterville Illinois USA 
26 American Magnetics Corp. 1994 Carterville Illinois USA 
26 American Magnetics Corp. 1995 Carterville Illinois USA 
26 American Magnetics Corp. 1996 Carterville Illinois USA 
26 American Magnetics Corp. 1997 Carterville Illinois USA 
26 American Magnetics Corp. 1998 Carterville Illinois USA 
26 American Magnetics Corporation 1999 PO Box 400 Carterville Illinois USA 
26 American Magnetics Corp. 2001 PO Box 98 Carterville Illinois USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
27 Comel International Corporation Bayamon Puerto Rico USA 
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28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
28 Comel Controls Corporation Bayamon Puerto Rico USA 
29 Trans-Mold Electronics, Inc. Chicago Illinois USA 
29 Trans-Mold Electronics, Inc. Chicago Illinois USA 
29 Trans-Mold Electronics, Inc. Chicago Illinois USA 
29 Trans-Mold Electronics, Inc. Chicago Illinois USA 
29 Trans-Mold Electronics, Inc. Chicago Illinois USA 
29 Trans-Moid Electronics, Inc. Chicago Illinois USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1987 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1989 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1994 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1995 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1996 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1997 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1998 Cincinnati Ohio USA 
30 Cin-Tran, Inc. 1999 8950 Rossash Road Cincinnati Ohio USA 
30 Cin-Tran, Inc. 2001 9051 Blue Ash Road Cincinnati Ohio USA 
31 Digital Devices Inc. Syosset, L. I. New York USA 
31 Digital Devices Inc. Syosset, L. I. New York USA 
31 Digital Devices, Inc. Syosset, L. I. New York USA 
32 Ward Leonard Electric Co. Mount Vernon New York USA 
32 Ward Leonard Electric Co. Mount Vernon New York USA 
32 Ward Leonard Electric Co. Mount Vernon New York USA 
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32 Ward Leonard Electric Co. Mount Vernon New York USA 
32 Ward Leonard Electric Co. Mount Vernon New York USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
33 Omtronics Manufacturing, Inc. (The 1980 list has two code entries for #33) Omaha Nebraska USA 
33 Shallcross, Inc. (The 1980 list has two code entries for #33) Smithfield North Carolina USA 
33 Omtronics Manufacturing, Inc. (The 1981 list has two code entries for #33) Omaha Nebraska USA 
33 Shallcross, Inc. (The 1981 list has two code entries for #33) Smithfield North Carolina USA 
33 Shallcross, Inc. 1987 Smithfield North Carolina USA 
33 Shallcross, Inc. 1989 Smithfield North Carolina USA 
33 IRC-Shallcross, Inc. 1994 Smithfield North Carolina USA 
33 IRC-Shallcross, Inc. 1995 Smithfield North Carolina USA 
33 IRC-Shallcross, Inc. 1996 Smithfield North Carolina USA 
33 IRC-Shallcross, Inc. 1997 Boone North Carolina USA 
33 IRC-Shallcross, Inc. U.S. 70 East Smithfield North Carolina USA 
34 lonetics Corporation New York New York USA 
34 lonetics Corporation New York New York USA 
34 lonetics Corporation New York New York USA 
34 lonetics Corporation New York New York USA 
34 lonetics Corporation New York New York USA 
34 Cornell-Dubilier Electronics, New Bedford Plant New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant 1987 New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant 7 1989 | New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant 1994 New Bedford Massachusetts USA 
34 Cornell-Dubilier Electronics, New Bedford Plant 1995 New Bedford Massachusetts USA 
35 Struthers-Dunn, Inc. Pitman New Jersey USA 
35 Struthers-Dunn, Inc. Pitman New Jersey USA 
35 Struthers-Dunn, Inc. Pitman New Jersey USA 
35 Struthers-Dunn, Inc. Pitman New Jersey USA 
35 Struthers-Dunn, Inc. Pitman New Jersey USA 
35 Struthers-Dunn. Inc. Pitman New Jersey USA 
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36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Becker Mfg. Corp. (This is likely a wrong entry on the 1980 list, since #24 is also Becker) East Durham New York USA 
36 Bel-Tronics Corporation Addison Illinois USA 
36 Bel-Tronics Corporation 1987 Addison Illinois USA 
36 Bel-Tronics Corporation 1989 Addison Illinois USA 
36 Bel-Tronics Corporation 1994 Addison Illinois USA 
36 Bel-Tronics Corporation 1995 Addison Illinois USA 
36 Bel-Tronics Corporation 1996 Addison Illinois USA 
36 Bel Tronics Corporation 1997 Addison Illinois USA 
36 Bel-Tronics Corporation 2001 344 Interstate Road Addison Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. Chicago Illinois USA 
37 Ravenswood Electronics Corp. 1987 Chicago Illinois USA 
37 Ravenswood Electronics Corp. 1989 Chicago Illinois USA 
37 Ravenswood Electronics Corp. 1994 Chicago Illinois USA 
37 Ravenswood Electronics Corp. 1995 Chicago Illinois USA 
37 Ravenswood Electronics Corp. 1996 Chicago Illinois USA 
37 Ravenswood Electronics Corp. 2001 2735 North Ashland Ave Chicago Illinois USA 
38 Logicon, Inc., Video Div. Torrance California USA 
38 Major Electronics, Inc. Van Nuys California USA 
38 Major Electronics, Inc. Van Nuys California USA 
38 Major Electronics, Inc. Omaha Nebraska USA 
38 Major Electronics, Inc. Van Nuys California USA 
38 Major Electronics, Inc. Van Nuys California USA 
38 Major Electronics, Inc. Van Nuys California USA 
38 Major Electronics, Inc. Van Nuys California USA 
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38 Major Electronics, Inc. 1987 Van Nuys California USA 
38 Major Electronics, Inc. = 1989 ] Van Nuys California USA 
38 Major Electronics, Inc. 1994 Van Nuys California USA 
38 Major Electronics, Inc. 1995 Van Nuys California USA 
38 Major Electronics, Inc. 1996 Van Nuys California USA 
38 Major Electronics, Inc. 2001 14745 Keswick Street | Van Nuys California USA 
39 Magnetic Engineering Laboratories } Chicago Illinois USA 
39 Magnetic Engineering Laboratories Chicago Illinois USA 
39 Video Display Corp. Stone Mountain Georgia USA 
39 Video Display Corp. Stone Mountain Georgia USA 
39 Video Display Corp. 1987 Stone Mountain Georgia USA 
39 Video Display Corp. 1989 Stone Mountain Georgia USA 
39 Video Display Corp. 1994 Stone Mountain Georgia USA 
39 Video Display Corp. 1995 Stone Mountain Georgia USA 
39 Video Display Corporation 1996 Stone Mountain Georgia USA 
39 Video Display Corporation 1997 White Mills Philadelphia USA 
39 Video Display Corporation 1998 White Mills Philadelphia USA 
39 Video Display Corporation 1999 Park St. PO Box 119 White Mills Philadelphia USA 
39 Video Display Corp. 2001 PO Box 542 Stone Mountain Georgia USA 
40 Transformers, Inc. Vestal New York USA 
40 Transformers, Inc. Vestal New York USA 
40 Transformers, Inc. Vestal New York USA 
40 Transformers, Inc. Vestal New York USA 
40 Transformers, Inc. | | Vestal New York USA 
40 Eveready Battery Co. 1987 Cleveland Ohio USA 
40 Eveready Battery Co. 4989 Cleveland Ohio USA 
40 Eveready Battery Co. 1994 St. Louis Missouri USA 
40 Eveready Battery Co. 1995 St. Louis Missouri USA 
40 Eveready Battery Co., Inc. 1996 Cleveland Ohio USA 
40 Eveready Battery Co., Inc. P.O. Box. 6056 Cleveland Ohio USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Chicago Illinois USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation Lowell Massachusetts USA 
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41 Merrimack Magnetics Corporation 1987 Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation = 1989 ] Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation 1994 Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation 1995 Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation 1996 Lowell Massachusetts USA 
41 Merrimack Magnetics Corporation 2001 121 Hale Street Lowed Massachusetts USA 
42 Silicon Transistor Corporation 1966 Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corporation Garden City New York USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Chelmsford Massachusetts USA 
42 Silicon Transistor Corp. Katrina Road Chelmsford Massachusetts USA 
43 The Potter Company Skokie Illinois USA 
43 The Potter Company Northfield Illinois USA 
43 The Potter Company Northfield Illinois USA 
43 The Potter Company Inglewood California USA 
43 The Potter Company Inglewood California USA 
43 The Potter Co., Div. of PEMCOR,, Inc. Inglewood California USA 
43 The Potter Co., Div. of PEMCOR. Inc. Inglewood California USA 
43 The Potter Co., Div. of Pemcor Wesson MS USA 
43 The Potter Co., Div. of Pemcor Wesson Mississippi USA 
43 The Potter Co., A Div. of Varian Wesson Massachusetts USA 
43 The Potter Co., A Div. of Varian Wesson Mississippi USA 
43 The Potter Co., A Div. of Varian Wesson Massachusetts USA 
43 The Potter Co., A Div. of Varian Wesson Massachusetts USA 
43 The Potter Co., A Div. of Varian Wesson Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
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44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. Winchester Massachusetts USA 
44 Parametric Industries, Inc. 1987 Winchester Massachusetts USA 
44 Parametric Industries, Inc. 1989 Winchester Massachusetts USA 
44 Parametric Industries, Inc. 1994 Winchester Massachusetts USA 
44 Parametric Industries, Inc. 1995 Winchester Massachusetts USA 
44 Parametric Industries, Inc. 1996 Winchester Massachusetts USA 
44 Parametric Industries, Inc. 2001 63 Swanton Street Winchester Massachusetts USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
45 Chicago Dynamic Industries, Inc. Chicago Illinois USA 
46 Curtiss-Wright Corp., Electronic Fittings & Components Div. Danbury Connecticut USA 
46 Plessey Semiconductor Irvine California USA 
46 Plessey Semiconductor Irvine California USA 
46 Plessey Solid State 1987 Irvine California USA 
46 Plessey Solid State 1989 Irvine California USA 
47 Halex, Inc. El Segundo California USA 
47 Halex, Inc. El Segundo California USA 
47 Halex, Inc. El Segundo California USA 
47 Halex, Inc. El Segundo California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. Torrance California USA 
47 Halex, Inc. 1987 Torrance California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
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48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Industrial Products Div. San Fernando California USA 
48 ITT Pomona Electronics Pomona California USA 
48 ITT Industrial Products Div. 15191 Bledsoe Street San Fernando California USA 
49 Deltona Transformer Corporation | Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corporation Deltona Florida USA 
49 Deltona Transformer Corp. Deltona Florida USA 
49 Deltona Transformer Corp. Deltona Florida USA 
49 Deltona Transformer Corp. Deltona Florida USA 
49 Deltona Transformer Corp. DeLand Florida USA 
49 Deltona Transformer Corp. DeLand Florida USA 
49 Deltona Transformer Corp. DeLand Florida USA 
49 Deltona Transformer Corp. DeLand Florida USA 
49 Deltona Transformer Corp. Deland Florida USA 
49 Deltona Transformer Corp. Deland Florida USA 
49 Deltona Transformer Corporation Deland Florida USA 
49 Deltona Transformer Corporation 1999 801 U.S. Hwy. #92 East Deland Florida USA 
49 Deltona Transformer Corp. 2001 801 U.S. Hwy. #92 East DeLand Florida USA 
50 F and F Enterprises, Chicago Switch Div. Chicago Illinois USA 
50 F and F Enterprises, Chicago Switch Div. Chicago Illinois USA 
50 F and F Enterprises, Chicago Switch Div. Chicago Illinois USA 
50 F and F Enterprises, Chicago Switch Div. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
50 Chicago Switch, Inc. Chicago Illinois USA 
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51 Tennessee Electronics, Inc. Nashville Tennessee USA 
51 Tennessee Electronics, Inc. Nashville Tennessee USA 
51 Tennessee Electronics Div., Whale Electronics Inc. Nashville Tennessee USA 
51 Tennessee Electronics Div., Whale Electronics Inc. Nashville Tennessee USA 
51 Gollehon, Inc. Grand Rapids Michigan USA 
51 Gollehon, Inc. Grand Rapids Michigan USA 
51 Gollehon, Inc. Grand Rapids Michigan USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. Nashville Tennessee USA 
52 Richey Electronics, Inc. 1987 Nashville Tennessee USA 
52 Richey Electronics, Inc. | 1989 Nashville Tennessee USA 
52 Richey Electronics, Inc. 1994 Nashville Tennessee USA 
52 Richey Electronics, Inc. 1995 Nashville Tennessee USA 
52 Richey, Inc. 1996 Nashville Tennessee USA 
52 Richey Electronics, Inc. 2001 PO Box 100296 Nashville Tennessee USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation Watertown Massachusetts USA 
53 Unitrode Corporation 1987 Watertown Massachusetts USA 
53 Unitrode Corporation 1989 si Watertown Massachusetts USA 
54 Solid State Products, Inc. Salem Massachusetts USA 
54 Solid State Products, Inc. Salem Massachusetts USA 
54 Solid State Products Salem Massachusetts USA 
54 Solid State Products Salem Massachusetts USA 
55 Electro-Netic Products Corp. Carpentersville Indiana USA 
55 Electro-Netic Products Corp. Carpentersville Indiana USA 
55 Electro-Netic Products Corp. Carpentersville Illinois USA 
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56 Hamilton Standard, Div. of United Aircraft 1967 Windsor Locks Conn. USA 
56 Hamilton Standard, Div. of United Aircraft Windsor Locks Conn. USA 
56 Indiana Transformer, Inc. Markham Illinois USA 
56 Indiana Transformer, Inc. Markham Illinois USA 
56 Indiana Transformer, Inc. Markham Illinois USA 
56 Indiana Transformer, Inc. Markham Illinois USA 
57 Bulova Watch Company, Inc. New York New York USA 
57 Bulova Watch Company, Inc. New York New York USA 
57 Bulova Watch Company, Inc. New York New York USA 
57 Bulova Watch Company, Inc. New York New York USA 
57 Bulova Watch Company, Inc. Flushing New York USA 
57 Bulova Watch Company, Inc. Woodside New York USA 
57 Bulova Watch Company, Inc. Woodside New York USA 
57 Bulova Watch Company, Inc. Woodside New York USA 
57 Bulova Watch Company, Inc. Woodside New York USA 
57 American Time Products Div., Frequency Control Products Inc. 1987 Woodside New York USA 
57 American Time Products Div., Frequency Control Products Inc. 1989 Woodside New York USA 
58 Nortronics Company, Inc. Minneapolis Minnesota USA 
58 Nortronies Company, Inc. Minneapolis Minnesota USA 
58 Nortronics Company, Inc. Minneapolis Minnesota USA 
58 Nortronics Company, Inc. Minneapolis Minnesota USA 
58 Nortronics Co., Inc. Minneapolis Minnesota USA 
58 Nortronics Co., Inc. Minneapolis Minnesota USA 
58 Nortronics Co., Inc. Minneapolis Minnesota USA 
58 Nortronics Co., Inc. 1987 Minneapolis Minnesota USA 
58 Nortronics Co., Inc. 1989 Minneapolis Minnesota USA 
58 Nortronics Co., Inc. 2001 8101 Tenth Avenue North Minneapolis Minnesota USA 
59 Dytronics, Incorporated Leesburg Indiana USA 
59 GTI Corporation, Dytronics Div. Leesburg Indiana USA 
59 GTI Corporation, Dytronics Div. Leesburg Indiana USA 
59 GTI Corporation, Dytronics Div. Leesburg Indiana USA 
59 GTI Corporation, Dytronics Div. Leesburg Indiana USA 
59 GTI Corporation, Dytronics Div. Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. 1987 Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. 1989 Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. 1994 Leesburg Indiana USA 
59 GTI Corporation, Circuit Div. 1995 Leesburg Indiana USA 


59 GTI Corporation, Circuit Div. 1996 Leesburg Indiana USA 
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59 GTI Corporation, Circuit Div. 2001 PO.Box 217 Leesburg Indiana USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Coil & Transformer Corp. Chicago Illinois USA 
60 V & F Transformer Corp. Bartlett Illinois USA 
60 V & F Transformer Corp. Bartlett Illinois USA 
60 V & F Transformer Corp. 1987 Bartlett Illinois USA 
60 V & F Transformer Corp. 1989 Bartlett Illinois USA 
60 V & F Transformer Corp. 1994 Bartlett Illinois USA 
60 V & F Transformer Corp. 1995 Bartlett Illinois USA 
60 V & F Transformer Corp. 1996 Chicago Illinois USA 
60 V & F Transformer Corp. 1999 31W22 West Bartlett Roa Bartlett Illinois USA 
60 V & F Transformer Corp. 2001 4140 N. Kolmar Ave. Chicago Illinois USA 
61 MHI, Magnetic Heads, Inc. Minneapolis Minnesota USA 
61 MHI, Magnetic Heads, Inc. Minneapolis Minnesota USA 
61 Duracell, Inc. 1987 Tarrytown New York USA 
61 Duracell, Inc. 1989 Tarrytown New York USA 
61 Duracell, Inc. 1994 Tarrytown New York USA 
61 Duracell, Inc. 1995 Tarrytown New York USA 
61 Duracell, Inc. 1996 Tarrytown New York USA 
61 Duracell, Inc. 2001 South Broadway Tarrytown New York USA 
62 Monsanto Company, Electronics Dept. St. Louis Missouri USA 
62 Monsanto Company, Electronics Dept. St. Louis Missouri USA 
62 Monsanto Company, Electronics Dept. St. Louis Missouri USA 
62 Monsanto Company. Electronics Dept. St. Louis Missouri USA 
62 Monsanto Company, Electronics Dept. St. Louis Missouri USA 
62 Monsanto Company, Electronics Dept. St. Louis Missouri USA 
63 Collmer Semiconductor, Inc. 1987 Dallas Texas USA 
63 Collmer Semiconductor, Inc. 1989 Dallas Texas USA 
63 Collmer Semiconductor, Inc. 1994 Dallas Texas USA 
63 Collmer Semiconductor, Inc. 1995 Dallas Texas USA 
63 Collmer Semiconductor 1996 Dallas Texas USA 
63 Collmer Semiconductor 1997 Dallas Texas USA 
63 Collmer Semiconductor 1998 Dallas Texas USA 
63 Collmer Semiconductor 1999 PO Box 702708 Dallas Texas USA 
63 Collmer Semiconductor 2001 14368 Proton Road Dallas Texas USA 
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64 Rimadean, Inc. 1967 | Englewood New Jersey USA 
64 Dynacraft, Inc., A Subsidiary of National Semiconductor 1994 Santa Clara California USA 
64 Dynacraft, Inc., A Subsidiary of National Semiconductor 1995 Santa Clara California USA 
64 Dynacraft, Inc., A Subsidiary of National Semiconductor 1996 Santa Clara California USA 
64 Dynacraft, Inc. 2001 2919 San Ysidro Way Santa Clara California USA 
65 Kalmus & Associates 1967 Broadview Illinois USA 
65 Kalmus & Associates 1968 Broadview Illinois USA 
65 Kalmus & Associates Broadview Illinois USA 
65 Kalmus & Associates Broadview Illinois USA 
65 Kalmus & Associates Broadview Illinois USA 
65 Kalmus & Associates Broadview Illinois USA 
65 Kalmus & Associates, Inc. Broadview Illinois USA 
66 Advanced Semiconductor, Inc. 1987 Hollywood California USA 
66 Advanced Semiconductor, Inc. 1989 Hollywood California USA 
66 Advanced Semiconductor, Inc. 1994 Hollywood California USA 
66 Advanced Semiconductor, Inc. 1995 Hollywood California USA 
66 Advanced Semiconductors, Inc. 1996 North Hollywood California USA 
66 Advanced Semiconductors, Inc. 2001 7525 Ethel Avenue North Hollywood California USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Corp. Eminence Kentucky USA 
67 Eminence Speaker Co. 1987 Eminence Kentucky USA 
67 Eminence Speaker Co. 1989 Eminence Kentucky USA 
67 Eminence Speaker Co. 1994 Eminence Kentucky USA 
67 Eminence Speaker Co. 1995 Eminence Kentucky USA 
67 Eminence Speaker Corp. 1996 Eminence Kentucky USA 
67 Eminence Speaker Corp. 1997 Eminence Kentucky USA 
67 Eminence Speaker Corp. 1998 Eminence Kentucky USA 
67 Eminence Speaker Corporation 1999 PO Box 360, 838 Mulberr Eminence Kentucky USA 
67 Eminence Speaker Co. 2001 Shawnee Industrial Park Eminence Kentucky USA 
68 Defiance Printed Circuit Corp. Lawrence Massachusetts USA 
68 Defiance Printed Circuit Corp. Lawrence Massachusetts USA 
68 Defiance Circuit Corp. Lawrence Massachusetts USA 
68 Defiance Circuit Corp. Lawrence Massachusetts USA 
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69 Seacor, Inc. 1967 Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Norwood New Jersey USA 
69 Seacor, Inc. Westwood New Jersey USA 
69 Seacor, Inc. Westwood New Jersey USA 
69 Seacor, Inc. 1987 Westwood New Jersey USA 
69 Seacor, Inc. 1989 Westwood New Jersey USA 
69 Seacor, Inc. 1994 Westwood New Jersey USA 
69 Seacor, Inc. 1995 Westwood New Jersey USA 
69 Seacor, Inc. 1996 Westwood New Jersey USA 
69 Seacor, Inc. 1997 Westwood New Jersey USA 
69 Seacor, Inc. 1998 Westwood New Jersey USA 
69 Seacor, Inc. 1999 123 Woodland Ave. Westwood New Jersey USA 
69 Seacor, Inc. 2001 Woodland Ave. Westwood New Jersey USA 
70 Computer Instruments Corp. Hempstead, L. I. New York USA 
70 Computer Instruments Corp. Hempstead, L. I. New York USA 
70 Associated Electronics Corp. Lansdale Pennsylvania USA 
70 Associated Electronics Corp. Lansdale Pennsylvania USA 
70 Associated Electronics Corp. Lansdale Pennsylvania USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors. Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. W. Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 1987 W. Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 1989 West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 1994 West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 1995 West Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 1996 Palm Beach Florida USA 
71 ITT Semiconductors, Inc. 2001 3301 Electronics Way West Palm Beach Florida USA 
72 Components, Inc., Maine Div. 1967 Biddeford Maine USA 











72 Components, Inc., Maine Div. 1968 Biddeford Maine USA 
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72 Components, Inc., Maine Div. Biddeford Maine USA 
72 Components. Inc., Maine Div. Biddeford Maine USA 
72 Components, Inc., Sub. Corning Glass Works Biddeford Maine USA 
72 Components, Inc., Sub, Corning Glass Works Biddeford Maine USA 
72 Corning Glass Works, Components, Inc. Biddeford Maine USA 
72 Corning Glass Works, Components, Inc. Biddeford Maine USA 
72 Corning Glass Works, Components, Inc. Biddeford Maine USA 
72 Corning Glass Works, Components, Inc. 1987 Biddeford Maine USA 
72 AVX Tantalum Corp. 1989 Biddeford Maine USA 
72 AVX Tantalum Corp. 1994 Biddeford Maine USA 
72 AVX Tantalum Corp. 1995 Biddeford Maine USA 
72 AVX Tantalum Corp. 1996 Biddeford Maine USA 
72 AVX Tantalum Corp. 1997 Biddeford Maine USA 
72 AVX Corporation 1998 Biddeford Maine USA 
72 AVX Corporation 1999 69 Landry Street Biddeford Maine USA 
72 AVX Tantalum Corp. 2001 69 Landry Street Biddeford Maine USA 
73 Tasker Industries 1968 Van Nuys California USA 
73 Tasker Industries 1969 Van Nuys California USA 
73 Collmer Semiconductor, Inc. 1987 Dallas Texas USA 
73 Electro Assemblies Corp. ) 1989 Northbrook Illinois USA 
73 Electro Assemblies Corp. 1994 Northbrook Illinois USA 
73 Electro Assemblies Corp. 1995 Northbrook Illinois USA 
73 Electro Assemblies Corp. 1996 Northbrook Illinois USA 
73 Electro Assemblies Corp. 1997 Northbrook Illinois USA 
73 Electro Assemblies Corp. 1998 Northbrook Illinois USA 
73 Electro Assemblies Corporation 1999 425 Huehl, #17 Northbrook Illinois USA 
73 Electro Assemblies Corp. 2001 425 Huehl Rd. Bldg. 17 Northbrook Illinois USA 
74 Barnes Corporation Lansdowne Pennsylvania USA 
74 Barnes Corporation Lansdowne Pennsylvania USA 
74 Barnes Corporation Lansdowne Pennsylvania USA 
74 Barnes Corporation Lansdowne Pennsylvania USA 
74 Barnes Corporation Lansdowne Pennsylvania USA 
74 Barnes Corporation, Div. of Bunker Ramo Lansdowne Pennsylvania USA 
74 Barnes Corporation, Div. of Bunker Ramo Lansdowne Pennsylvania USA 
74 Barnes Corporation, Div. of Bunker Ramo Lansdowne Pennsylvania USA 
74 Barnes Corporation, Div. of Bunker Ramo 1987 Lansdown Pennsylvania USA 
74 Barnes Corporation, Div. of Bunker Ramo | 1989 Lansdown Pennsylvania USA 
75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric. Div. of Sola Basic Industries Elk Grove Village Illinois USA 
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75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, Div, of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, Div. of Sola Basic Industries Elk Grove Village Illinois USA 
75 Sola Electric, A unit of General Signal 1987 Elk Grove Village Illinois USA 
75 Sola Electric, A Unit of General Signal 1989 | Elk Grove Village Illinois USA 
75 Sola Electric, A Unit of General Signal 1994 Elk Grove Village Illinois USA 
75 Sola Electric, A Unit of General Signal 1995 Elk Grove Village Illinois USA 
76 Welco Wire and Plastic Co., Inc. 1968 South Bend Indiana USA 
76 Welco Wire and Plastic Co., Inc. 1969 South Bend Indiana USA 
76 Palimar Corporation 1994 Fremont California USA 
77 Tensor Corporation 1968 Brooklyn New York USA 
77 Nichicon Chicago Illinois USA 
77 Nichicon Chicago Illinois USA 
77 Nichicon 1987 Chicago Illinois USA 
77 Nichicon (America) Corp. 1989 Schaumburg Illinois USA 
77 Nichicon (America) Corp. 1994 Schaumburg Illinois USA 
77 Nichicon (America) Corp. 1995 Schaumburg Illinois USA 
77 Nichicon (America) Corp. 1996 Chicago Illinois USA 
77 Nichicon (America) Corp. 1997 Schaumburg Illinois USA 
77 Nichicon Corporation 1998 Schaumburg Illinois USA 
77 Nichicon (America) Corporation 1999 927 E. State Parkway Schaumburg Illinois USA 
77 Nichicon (America) Corp. 2001 6435 N. Proesel Avenue Chicago Illinois USA 
78 Syncrotech Inc., Sub. of Syncro Capacitor Corp. Edgerton Ohio USA 
78 Syncrotech Inc., Sub. of Syncro Capacitor Corp. Edgerton Ohio USA 
78 Syncrotech Inc., Sub. of Syncro Capacitor Corp. Edgerton Ohio USA 
78 Syncrotech Inc., Sub. of Syncro Capacitor Corp. Edgerton Ohio USA 
78 Syncrotech Inc., Sub. of Syncro Capacitor Corp. Edgerton Ohio USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
79 General Winding Company New York New York USA 
80 Roberts Electronic Manufacturing Co. Keshena Wisconsin USA 
81 Philco-Ford Corp., Microelectronics Div. Santa Clara California USA 
81 Philco-Ford Corp., Microelectronics Div. Santa Clara California USA 
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81 Philco-Ford Corp.. Microelectronics Div. Santa Clara California USA 
81 Philco-Ford Corp., Microelectronics Div. Santa Clara California USA 
82 Gavin Instruments, Inc. Somerville New York USA 
82 Gavin Instruments, Inc. Somerville New York USA 
82 Gavin Instruments, Inc. Somerville New York USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1987 Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1989 Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1994 Monroe Wisconsin USA 
83 A.C.R. Electronics, Inc. 1995 Monroe Wisconsin USA 
83 A.C.R. Electronics, Inc. 1996 Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1997 Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1998 Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 1999 17 Joyce Street Lynn Massachusetts USA 
83 A.C.R. Electronics, Inc. 2001 601 Washington Street Lynn Massachusetts USA 
84 Preferred Electronics Inc. Westfield Massachusetts USA 
84 Preferred Electronics Inc. Westfield Massachusetts USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp Johnston City Illinois USA 
85 National Transformer Corp. Johnston City Illinois USA 
85 National Transformer Corp. 1987 Cape Girardeau Missouri USA 
86 Gridcraft, Inc. Fort Wayne Indiana USA 
86 Gridcraft, Inc. Fort Wayne Indiana USA 
86 Gridcraft. Inc. Fort Wayne Indiana USA 
86 Gridcraft, Inc. Fort Wayne Indiana USA 
86 Gridcraft, Inc. Fort Wayne Indiana USA 
86 GCI, Inc. Fort Wayne Indiana USA 
86 GCI, Inc. 1987 Fort Wayne Indiana USA 
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86 GCI, Inc. 1989 Fort Wayne Indiana USA 
87 Electro Cords Company [| 1968 Los Angeles California USA 
87 International Rectifier 1987 El Segundo California USA 
87 International Rectifier | 1989 El Segundo California USA 
87 International Rectifier 1996 El Segundo California USA 
88 P. R. Hoffman Company | 1987 Carlisle Pennsylvania USA 
88 P. R. Hoffman Company 1989 Carlisle Pennsylvania USA 
89 Electro Assemblies, Inc. Chicago Illinois USA 
89 NCR Microelectronics Div. 1987 Miamisburg Ohio USA 
89 NCR Microelectronics Div. 1989 Miamisburg Ohio USA 
90 Michigan Magnetics Vermontville Michigan USA 
90 Michigan Magnetics Vermontville Michigan USA 
90 Michigan Magnetics Vermontville Michigan USA 
90 Michigan Magnetics Vermontville Michigan USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. Monroe Wisconsin USA 
91 Oaktron Industries, Inc. 1987 Monroe Wisconsin USA 
91 Oaktron Industries, Inc. 1989 Monroe Wisconsin USA 
92 Midwest Audio Corporation Chicago Illinois USA 
93 Minerva Electronics Industries, Inc. Nashville Tennessee USA 
93 Minerva Electronics Industries, Inc. Nashville Tennessee USA 
93 Minerva Electronics Industries, Inc. Nashville Tennessee USA 
93 Minerva International, Inc. Brentwood Tennessee USA 
94 Control Products Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
94 Control Products Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
94 Control Products Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
95 Amphenol Connector Div., Bunker-Ramo Corp. Broadview Illinois USA 
95 Amphenol Connector Div.. Bunker Ramo Corp. Broadview Illinois USA 
95 Amphenol Connector Div., Bunker Ramo Corp. Broadview Illinois USA 
95 Amphenol Connector Div., Bunker Ramo Corp. Broadview Illinois USA 
95 Amphenol Connector Div., Bunker Ramo Corp. Broadview Illinois USA 
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Code Company/Manufacturer Year Address City State Country 
95 Amphenol Connector Div., Bunker Ramo Corp. Broadview Illinois USA 
95 Amphenol Connector Div., Bunker Ramo Corp. Broadview Illinois USA 
95 Amphenol North America, Div. Bunker Ramo Corp. 1987 Oak Brook Illinois USA 
95 Amphenol Corp. 1989 Oak Brook Illinois USA 
95 Amphenol Fiber Optic Products 1994 Lisle Illinois USA 
95 Amphenol Fiber Optic Products 1995 Lisle Illinois USA 
96 Basic Transformer, Inc. | 1987 Chicago Illinois USA 
97 Bud Radio Inc. Willoughby Ohio USA 
97 Bud Radio, Inc. Willoughby Ohio USA 
97 Bud Radio Inc. Willoughby Ohio USA 
97 Bud Radio, Inc. Willoughby Ohio USA 
97 Bud Industries, Inc. Willoughby Ohio USA 
97 Bud Industries, Inc. Willoughby Ohio USA 
97 Bud Industries, Inc. 1987 Willoughby Ohio USA 
97 Bud Industries, Inc. 1989 Willoughby Ohio USA 
97 Bud Industries, Inc. 1994 Willoughby Ohio USA 
97 Bud Industries, Inc. 1995 Willoughby Ohio USA 
97 Bud Industries, Inc. 1996 Willoughby Ohio USA 
97 Bud Industries, Inc. 2001 4605 E 155th St. Willoughby Ohio USA 
98 The Carborundum Co. (ani Niagara Falls New York USA 
99 Midwest Speaker Corporation 1967 McGregor lowa USA 
99 Midwest Speaker Corporation 1968 McGregor lowa USA 
99 Westlake Capacitors 1987 Westlake Village California USA 
99 Westlake Capacitors 1989 | Westlake Village California USA 
99 Westlake Capacitors 2001 5334 Sterling Center Driv Westlake Village California USA 
100 The Amplifone Corporation 1965 Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
100 The Amplifone Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
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101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago 47 Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Corporation Chicago Illinois USA 
101 Admiral Group/Rockwell International Corp. Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. 1987 Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. | 1989 Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. 1994 Schaumburg Illinois USA 
101 Admiral Group/Rockwell International Corp. 1995 Schaumburg Illinois USA 
101 Admiral Corporation/Rockwell International 1996 Schaumburg Illinois USA 
101 Admiral Corporation 2001 Schaumburg Illinois USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
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102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 Aerovox Corp. New Bedford Massachusetts USA 
102 AVX Corporation Great Neck New York USA 
102 AVX Corporation Great Neck New York USA 
102 AVX Corporation Great Neck New York USA 
102 AVX Corporation 1987 Great Neck New York USA 
102 AVX Corporation | 1989 Great Neck New York USA 
102 AVX Corporation 1994 Myrtle Beach South Carolina USA 
102 AVX Corporation 1995 Myrtle Beach South Carolina USA 
102 AVX Corporation 1996 Great Neck New York USA 
102 AVX Corporation 1997 Myrtle Beach South Carolina USA 
102 AVX Corporation 1998 Myrtle Beach South Carolina USA 
102 AVX Corporation 1999 801 17UI Ave S., PO Box Myrtle Beach South Carolina USA 
102 AVX Corporation 2001 98 Cuttermill Road Great Neck New York USA 
103 Airadio, Inc. Stamford Connecticut USA 
103 Airadio, Inc. Stamford Connecticut USA 
103 Barker & Williamson, Inc. Bristol Pennsylvania USA 
103 Barker & Williamson, Inc. Bristol Pennsylvania USA 
103 Barker & Williamson, Inc. Bristol Pennsylvania USA 
104 Aireon Manufacturing Corporation Kansas City 15 Kansas USA 
104 Aireon Manufacturing Corporation Kansas City 15 Kansas USA 
104 Harris Semiconductor Melbourne Florida USA 
104 Harris Semiconductor Melbourne Florida USA 
104 Harris Semiconductor Melbourne Florida USA 
104 Harris Semiconductor 1987 Melbourne Florida USA 
104 Harris Semiconductor fis 1989 Melbourne Florida USA 
104 Harris Semiconductor, Inc 1996 Melbourne Florida USA 
105 Air King Products Co., Inc. Brooklyn 19 New York USA 
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105 Air King Products Co., Inc., Div. of Hytron Radio & Electronic Corp. Brooklyn 32 New York USA 
105 Air King Products Co., Inc., Div. of Hytron Radio & Electronic Corp. Brooklyn 32 New York USA 
105 Air King Products Co., Inc., Div. of Hytron Radio & Electronic Corp. Brooklyn 32 New York USA 
105 CBS-Columbia, Inc. (Sub. of Hytron Radio & Electronics Co.) Brooklyn 32 New York USA 
105 CBS-Columbia, Inc., Subsidiary of Columbia Broadcasting System, Inc. Brooklyn 32 New York USA 
105 CBS-Columbia, Division of Columbia Broadcasting System, Inc. Long Island City 1 New York USA 
105 CBS-Columbia, Division of Columbia Broadcasting System, Inc. Long Island City 1 New York USA 
105 CBS-Columbia, Division of Columbia Broadcasting System, Inc. Long Island City 1 New York USA 
105 CBS-Columbia, Division of Columbia Broadcasting System, Inc. Long Island City 1 New York USA 
105 Datak Corp. Guttenberg New Jersey USA 
105 Datak Corp. Guttenberg New Jersey USA 
105 Datak Corp. Guttenberg New Jersey USA 
105 Datak Corp. Guttenburg New Jersey USA 
105 Datak Corp. North Bergen New Jersey USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee 4 Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
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106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company Milwaukee Wisconsin USA 
106 Allen-Bradley Company 1987 Milwaukee Wisconsin USA 
106 Allen-Bradley Company 1989 Milwaukee Wisconsin USA 
106 Allen-Bradley Company 1994 El Paso Texas USA 
106 Allen-Bradley Company 1995 El Paso Texas USA 
106 Allen-Bradley Company 1996 Milwaukee Wisconsin USA 
106 Allen-Bradley Company 2001 136 W. Greenfield Ave. Milwaukee Wisconsin USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 The Alliance Manufacturing Co., Inc. Alliance Ohio USA 
107 GENIE Home Products, Inc., (formerly Alliance Mfg. see also Philips Home Products) 1987 Alliance Ohio USA 
107 GENIE Home Products, Inc., (formerly Alliance Mfg. see also Philips Home Products) i 1989 Alliance Ohio USA 
108 American Coil & Engineering Co. Chicago 22 Illinois USA 
108 American Coil & Engineering Co. Chicago 22 Illinois USA 
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108 United Transformers, Div. TRW, Inc. Kinston North Carolina USA 
108 United Transformers, Div. of TRW, Inc. Kingston North Carolina USA 
108 United Transformers, Div. of TRW, Inc. Kingston North Carolina USA 
108 TRW/UTC Transformers 1996 Kinston North Carolina USA 
108 TRW/UTC Transformers 2001 317 N. McLewean Street Kinston North Carolina USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Company Chicago 40 Illinois USA 
109 American Condenser Corporation Chicago 40 Illinois USA 
109 American Condenser Corporation Chicago 40 Illinois USA 
109 AMF, Inc. Alexandria Virginia USA 
110 The American Steel Package Co. Defiance Ohio USA 
110 The American Steel Package Co. Defiance Ohio USA 
110 The American Steel Package Co. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance. Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
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110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
110 All Star Products, Inc. Defiance Ohio USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Brooklyn 1 New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, L.1. New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation Hicksville New York USA 
111 Amperex Electronic Corporation Hicksville New York USA 
111 Amperex Electronic Corporation Hicksville, Long Island New York USA 
111 Amperex Electronic Corporation 1987 | Slatersville Rhode Island USA 
111 Amperex Electronic Corporation 1989 Slatersville Rhode Island USA 
111 Amperex Electronic Corporation 1994 Slatersville Rhode Island USA 
111 Amperex Electronic Corporation 1995 Slatersville Rhode Island USA 
111 Amperex Electronic Corporation 1996 Slatersville Rhode Island USA 
111 Amperex Electronic Corporation 2001 Slatersville Rhode Island USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
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112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 18 New York USA 
112 Amy, Aceves & King, Inc. New York 36 New York USA 
112 Amy, Aceves & King, Inc. New York 36 New York USA 
112 Clin-El Corporation Clinton North Carolina USA 
112 Clin-El Corporation Clinton North Carolina USA 
112 Clin-El Corporation Clinton North Carolina USA 
112 Clin-El Corporation Clinton North Carolina USA 
112 Clin-El Corporation | 1 Clinton North Carolina USA 
112 Statek Corp. 1987 Orange California USA 
112 Statek Corp. 1989 Orange California USA 
112 Statek Corp. 1994 Orange California USA 
112 Statek Corp. 1995 Orange California USA 
112 Statek Corp. 1996 Orange California USA 
112 Statek Corp. 2001 512 North Main Street Orange California USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
113 Andrea Radio Corporation Long Island City New York USA 
114 Andrea Radio Corporation Long Island City New York USA 
114 Andrea Radio Corporation Long Island City New York USA 
114 Minneapolis Speaker Co. Minneapolis Minnesota USA 
114 Minneapolis Speaker Co. Minneapolis Minnesota USA 
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114 Minneapolis Speaker Co. [1981S Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 1987 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. | 1989 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 1994 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 1995 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 1996 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 1997 Minneapolis Minnesota USA 
114 Minneapolis Speaker Co. 1998 Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. Inc 1999 3806 Grand Avenue Sout Minneapolis Minnesota USA 
114 MISCO/Minneapolis Speaker Co. 2001 3806 Grand Ave. Minneapolis Minnesota USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. River Forest Illinois USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. Raton New Mexico USA 
115 A. R. F. Products, Inc. 1987 Raton New Mexico USA 
115 A.R.F. Products, Inc. | 1989 Raton New Mexico USA 
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116 The Arnold Engineering Company Chicago Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Chicago Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Chicago Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
116 The Arnold Engineering Company, Sub. of Allegheny Ludlum Steel Corp. Marengo Illinois USA 
117 Arpin Manufacturing Co. Orange New Jersey USA 
117 Arpin Manufacturing Co. Orange New Jersey USA 
117 Credence Speakers Kevil Kentucky USA 
117 Credence Speakers Kevil Kentucky USA 
117 Credence Speakers Kevil Kentucky USA 
117 Credence Speakers, Inc. 1987 Kevil Kentucky USA 
117 Credence Speakers, Inc. 1989 Kevil Kentucky USA 
117 Credence Speakers, Inc. 1994 Kevil Kentucky USA 
117 Credence Speakers, Inc. 1995 Kevil Kentucky USA 
117 Credence Speakers 1996 Kevil Kentucky USA 
117 Credence Speakers 1997 Kevil Kentucky USA 
117 Credence Speakers, Inc. 1998 Kevil Kentucky USA 
117 Credence Speakers 2001 Route 3 Kevil Kentucky USA 


118 The Audio-Tone Oscillator Company Bridgeport 3 Connecticut USA 
118 The Audio-Tone Oscillator Company Bridgeport 3 Connecticut USA 
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118 The Audio-Tone Oscillator Company Bridgeport 3 Connecticut USA 
118 The Audio-Tone Oscillator Company Bridgeport 3 Connecticut USA 
118 The Audio-Tone Oscillator Company Bridgeport Connecticut USA 
118 The Audio-Tone Oscillator Company Bridgeport 3 Connecticut USA 
118 The Audio-Tone Oscillator Company Long Hill Connecticut USA 
118 Melvin Instruments Indianapolis Indiana USA 
118 Melvin Instruments Indianapolis Indiana USA 
119 Automatic Manufacturing Corp. East Newark New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp.. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark 4 New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Automatic Manufacturing Division, General Instrument Corp. Newark New Jersey USA 
119 Discrete Semiconductor Div./General Instrument Corp. 1987 Hicksville New York USA 
119 Discrete Semiconductor Div./General Instrument Corp 1989 Hicksville New York USA 
119 Discrete Semiconductor Div. General instrument Corp. 1994 Hicksville New York USA 
119 Discrete Semiconductor Div. General instrument Corp. 1995 Hicksville New York USA 


120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
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120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Mfg. Co., Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Sales, Inc. Boston 15 Massachusetts USA 
120 Automatic Radio Sales, Inc. Boston Massachusetts USA 
120 Automatic Radio Sales, Inc. Boston Massachusetts USA 
120 Automatic Radio Sales, Inc. Boston Massachusetts USA 
120 Automatic Radio Sales, Inc. Melrose Massachusetts USA 
120 Automatic Radio Sales, Inc. Melrose Massachusetts USA 
120 Automatic Radio Sales, Inc. Melrose Massachusetts USA 
120 Solid Power Corp. Farmingdale New York USA 
120 Solid Power Corp. Farmingdale New York USA 
120 Solid Power Corp. Farmingdale New York USA 
120 Solid Power Corp. Farmingdale New York USA 
120 Solid Power Corp. Farmingdale New York USA 
121 Bank’s Manufacturing Company Chicago 40 Illinois USA 
121 Bank's Manufacturing Company Chicago 40 Illinois USA 
121 Bussmann Mfg. Division Earth City Missouri USA 
121 Bussmann Mfg. Division Earth City Missouri USA 
121 Bussmann Mfg. Division | 1987 | Earth City Missouri USA 
121 Bussmann Division, Cooper Industries 1989 St. Louis Missouri USA 
121 Bussmann Division, Cooper Industries 1994 St. Louis Missouri USA 
121 Bussmann Division, Cooper Industries 1995 St. Louis Missouri USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
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122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 The Bead Chain Manufacturing Co. Bridgeport 5 Connecticut USA 
122 Murata Mfg. Co., Inc. Rockmart Georgia USA 
122 Murata Corp. of America Marietta Georgia USA 
122 Murata Corp. of America Marietta Georgia USA 
123 Bell & Howell Company Chicago 45 Illinois USA 
123 Bell & Howell Company Chicago 45 Illinois USA 
123 Nytronics, Inc., Capacitor Div. Darlington South Carolina USA 
123 Nytronics. Inc., Capacitor Div. Darlington South Carolina USA 
123 Nytronics, Inc., Capacitor Div. Darlington South Carolina USA 
123 Nytronics, Inc., Capacitor Div. Darlington South Carolina USA 
123 Micro Linear Corp. 1994 San Jose California USA 
123 Micro Linear Corp. 1995 San Jose California USA 
123 Micro Linear Corp. 1996 San Jose California USA 
123 Micro Linear Corporation 1997 San Jose California USA 
123 Micro Linear Corporation 1998 San Jose California USA 
123 Micro Linear Corporation 1999 2092 Concourse Drive San Jose California USA 
123 Micro Linear Corp. 2001 2092 Concourse Drive San Jose California USA 
124 Belmont Radio Corporation Chicago 39 Illinois USA 
124 Belmont Radio Corporation (Raytheon Manufacturing Co.) Chicago 39 Illinois USA 
124 Belmont Radio Corporation (Raytheon Manufacturing Co.) Chicago 39 Illinois USA 
124 Belmont Radio Corporation (Raytheon Manufacturing Co.) Chicago 39 Illinois USA 
124 Belmont Radio Corporation (Raytheon Manufacturing Co.) Chicago 39 Illinois USA 
124 Raytheon Manufacturing Company, Television & Radio Division Chicago 39 Illinois USA 
124 Alpha Wire Corp. Elizabeth New Jersey USA 
124 Alpha Wire Corp. Elizabeth New Jersey USA 
125 Bendix Radio Towson 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
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125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4. Maryland USA 
125 Bendix Radio, Division of Bendix Aviation Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore 4 Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore Maryland USA 
125 Bendix Radio, Division of Bendix Corporation Baltimore Maryland USA 
125 The Bendix Corporation Baltimore Maryland USA 
125 The Bendix Corporation Baltimore Maryland USA 
125 The Bendix Corporation Baltimore Maryland USA 
125 The Bendix Corporation Baltimore Maryland USA 
125 The Bendix Corporation Baltimore Maryland USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Bentley, Harris Manufacturing Co. Conshohocken Pennsylvania USA 
126 Mullard, Inc. Farmingdale, L.|. New York USA 
126 Mullard, Inc. Farmingdale, L.|. New York USA 
126 Mullard, Inc. Farmingdale, L.|. New York USA 
126 Condor Communications Anaheim California USA 
126 Condor Communications Anaheim California USA 
127 The Benwood Linze Company St. Louis 3 Missouri USA 
127 The Benwood Linze Company St. Louis 3 Missouri USA 
127 Teltone Kirkland Washington USA 
127 Teltone Kirkland Washington USA 
127 Teltone 1987 Kirkland Washington USA 
127 Teltone Kirkland Washington USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
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128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
128 Bliley Electric Company Erie Pennsylvania USA 
129 Boonton Radio Corporation Boonton New Jersey USA 
129 Boonton Radio Corporation Boonton New Jersey USA 
129 United Aircraft Corp., Electronic Components Div. Trevose Pennsylvania USA 
129 United Aircraft Corp., Electronic Components Div. Trevose Pennsylvania USA 
129 United Aircraft Corp., Electronic Components Div. Trevose Pennsylvania USA 
130 William Brand & Company New York 10 New York USA 
130 William Brand & Company New York 10 New York USA 
130 William Brand & Company New York 10 New York USA 
130 The William Brand and Co., Inc. Willimantic Connecticut USA 
130 The William Brand and Co., Inc. Willimantic Connecticut USA 
130 The William Brand and Co., Inc. Willimantic Connecticut USA 
130 The William Brand and Co., Inc. Willimantic Connecticut USA 
130 Matsushita Electric Corporation of America New York New York USA 
130 Matsushita Electric Corporation of America New York New York USA 
130 Matsushita Electric Corporation of America New York New York USA 
130 Matsushita Electric Corporation of America New York New York USA 
130 Matsushita Electric Corporation of America (Panasonic) New York New York USA 
130 Panasonic Company New York New York USA 
130 Panasonic Company New York New York USA 
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130 Panasonic Company 1987 New York New York USA 
130 Panasonic Company 1989 New York New York USA 
130 Panasonic Company/Panasonic Industrial Company 1994 Secaucus New Jersey USA 
130 Panasonic Company/Panasonic Industrial Company 1995 Secaucus New Jersey USA 
130 Panasonic Co. 1996 Secaucus New Jersey USA 
130 Panasonic Company 2001 1 Panasonic Way Secaucus New Jersey USA 
131 Browning Laboratories, Inc. Winchester Massachusetts USA 
131 Browning Laboratories, Inc. Winchester Massachusetts USA 
131 Hemco, Incorporated Whitestone New York USA 
131 Hemco, Incorporated Whitestone New York USA 
131 Hemco, Incorporated Whitestone New York USA 
131 Hemco, Incorporated Whitestone New York USA 
132 Call-A-Phone Mfg. Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 23 Illinois USA 
132 Talk-A-Phone Co. Chicago 25 Illinois USA 
132 Talk-A-Phone Co. Chicago 25 Illinois USA 
132 Talk-A-Phone Co. Chicago 25 Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 
132 Talk-A-Phone Co. Chicago Illinois USA 


132 Talk-A-Phone Co. Chicago Illinois USA 
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132 Talk-A-Phone Co. 1987 Chicago Illinois USA 
132 Talk-A-Phone Co. 1989 Chicago Illinois USA 
132 Talk-A-Phone Co. 2001 1512 South Pulaski Road Chicago Illinois USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 C. F. Cannon Co. Springwater New York USA 
133 Hamlin Incorporated Lake Mills Wisconsin USA 
133 Hamlin Incorporated Lake Mills Wisconsin USA 
134 Centralab Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee 1 Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 


134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
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134 Centralab, Div. of Globe-Union, Inc. 1 Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. 1 Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Div. of Globe-Union, Inc. Milwaukee Wisconsin USA 
134 Centralab, Inc. Milwaukee Wisconsin USA 
134 Mepco Centralab 1987 Riverla Beach Florida USA 
134 Mepco/Centralab, Inc., A Div. of North American Philips Corp. lites 1989 | Riviera Beach Florida USA 
134 Phillips Corp. (Centralab) 1994 Riviera Beach Florida USA 
134 Mepco/Centralab, Inc., A Div. of North-American Philips Corp. 1995 Riviera Beach Florida USA 
134 Mepco/Centralab, Inc. 1996 Riviera Beach Florida USA 
134 Centralab, Inc. 2001 5757 N. Green Bay Milwaukee Wisconsin USA 
135 Chicago Condenser Corporation Chicago 40 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago 47 Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
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135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation Chicago Illinois USA 
135 Chicago Condenser Corporation 1987 Chicago Illinois USA 
135 Chicago Condenser Corporation 4989 Chicago Illinois USA 
135 Chicago Condenser Corporation 1994 Chicago Illinois USA 
135 Chicago Condenser Corporation 1995 Chicago Illinois USA 
135 Chicago Condenser Corp. 1996 Chicago Illinois USA 
135 Chicago Condenser Corporation 2001 2900 W.Chicago Avenue Chicago Illinois USA 
136 Chicago Molded Products Corp. Chicago 51 Illinois USA 
136 Chicago Molded Products Corp. Chicago 51 Illinois USA 
136 Chicago Molded Products Corp. Chicago 51 Illinois USA 
136 Chicago Molded Products Corp. Chicago 51 Illinois USA 
136 Chicago Molded Products Corp. Chicago 51 Illinois USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Cdrp. Wallkill New York USA 
136 Fair-Rite Products Corp. Wallkill New York USA 
136 Fair-Rite Products Corp. 1987 Wallkill New York USA 
136 Fair-Rite Products Corp. 1989 Wallkill New York USA 
136 Fair-Rite Products Corp. 1994 Wallkill New York USA 
136 Fair-Rite Products Corp. 1995 Wallkill New York USA 
136 Fair-Rite Products Corp. 1996 Wallkill New York USA 
136 Fair-Rite Products Corporation 1997 Wallkill New York USA 
137 Chicago Telephone Supply Co. Elkhart Indiana USA 
137 Chicago Telephone Supply Co. Elkhart Indiana USA 
137 Chicago Telephone Supply Co. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
137 Chicago Telephone Supply Corp. Elkhart Indiana USA 
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137 CTS Corporation | Elkhart Indiana USA 
137 CTS Corporation 2 Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation Elkhart Indiana USA 
137 CTS Corporation 1987 Elkhart Indiana USA 
137 CTS Corporation 4989 Elkhart Indiana USA 
137 CTS Corporation 1994 Elkhart Indiana USA 
137 CTS Corporation 1995 Elkhart Indiana USA 
137 CTS Corp. 1996 Elkhart Indiana USA 
137 CTS Corporation 1997 Blackhart Indiana USA 
137 CTS Corporation 1998 Blackhart Indiana USA 
137 CTS Corporation 1999 905 West Boulevard Nort Elkhart Indiana USA 
137 CTS Corporation 2001 1142-1228 W. Beardsley . Elkhart Indiana USA 
138 Chicago Transformer Div. Chicago 18 Illinois USA 
138 Chicago Transformer Div., Essex Wire Corporation Chicago 18 Illinois USA 
138 Chicago Transformer Div., Essex Wire Corporation Chicago 18 Illinois USA 
138 Chicago Transformer Div., Essex Wire Corporation Chicago 18 Illinois USA 
138 Chicago Transformer Div., Essex Wire Corporation Chicago 18 Illinois USA 
138 Chicago Transformer Div., Essex Wire Corporation Chicago 18 Illinois USA 
138 Chicago Standard Transformer Corp. (Chicago Division) Chicago 18 Illinois USA 
138 Chicago Standard Transformer Corp. (Chicago Division) Chicago 18 Illinois USA 
138 Chicago Standard Transformer Corp. (Chicago Division) Chicago 18 Illinois USA 
138 Chicago Standard Transformer Division, Essex Wire Corp. Chicago 18 Illinois USA 
138 Chicago Standard Transformer Division, Essex Wire Corp. Chicago 18 Illinois USA 
138 Chicago Standard Transformer Division, Essex Wire Corp. Chicago 18 Illinois USA 
138 Chicago Standard Transformer Division, Essex Wire Corp. Chicago 18 Illinois USA 
138 Chicago Standard Transformer Division, Essex Wire Corp. Chicago 18 Illinois USA 
138 Stancor Electronics, Inc. Chicago 18 Illinois USA 
138 Stancor Electronics, Inc. Chicago 18 Illinois USA 
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138 Stancor Electronics, Inc. Chicago Illinois USA 
138 Stancor Electronics, Inc. Chicago Illinois USA 
138 Stancor/Essex International, Inc. Chicago Illinois USA 
138 Stancor/Essex International, Inc. Chicago Illinois USA 
138 Stancor/Essex International, Inc. Chicago Illinois USA 
139 Cinch Manufacturing Corporation Chicago 12 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 12 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 12 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Corporation Chicago 24 Illinois USA 
139 Cinch Manufacturing Company Chicago 24 Illinois USA 
139 Cinch Manufacturing Company Chicago 24 Illinois USA 
139 Cinch Manufacturing Company Chicago 24 Illinois USA 
139 Cinch Manufacturing Company Chicago 24 Illinois USA 
139 Cinch Manufacturing Company Chicago Illinois USA 
139 Cinch Manufacturing Company Chicago Illinois USA 
139 Cinch Manufacturing Company Chicago Illinois USA 
139 Cinch Manufacturing Company Chicago Illinois USA 
139 Cinch Manufacturing Company Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Elk Grove Village Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Chicago Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Chicago Illinois USA 
139 Cinch Manufacturing Company, Sub. of TRW Chicago Illinois USA 
140 Clarostat Mfg. Co., Inc. Brooklyn 2 New York USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
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140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co.. Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Dover New Hampshire USA 
140 Clarostat Mfg. Co.,lnc. Dover New Hampshire USA 
140 Clarostat Mfg. Co., Inc. Washington Street Dover New Hampshire USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
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141 Coil Engineering & Mfg. Co., Inc. 1 Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Coil Engineering & Mfg. Co., Inc. Roanoke Indiana USA 
141 Centre Engineering, Inc. State College Pennsylvania USA 
141 Centre Engineering, Inc. State College Pennsylvania USA 
141 Centre Engineering, Inc. State College Pennsylvania USA 
141 Centre Engineering, Inc. 1987 State College Pennsylvania USA 
141 Centre Engineering, Inc. 1989 State College Pennsylvania USA 
142 Colonial Radio Corporation Buffalo 7 New York USA 
142 Colonial Radio Corporation (Sylvania Electric Products Inc.) Buffalo 7 New York USA 
142 Colonial Radio Corporation (Sylvania Electric Products Inc.) Buffalo 7 New York USA 
142 Colonial Radio Corporation (Sylvania Electric Products Inc.) Buffalo 7 New York USA 
142 Colonial Radio Corporation Buffalo 7 New York USA 
142 Sylvania Electric Products Inc (Colonial). New York 19 New York USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
142 Heintz & Kaufman, Ltd. Culver City California USA 
143 Communication Equipment & Engineering Co. Chicago 44 Illinois USA 
143 Communication Equipment & Engineering Co. Chicago 44 Illinois USA 
143 Cougar Electronics Corp. West Babylon, L. I. New York USA 
143 Cougar Electronics Corp. West Babylon, L.I. New York USA 
143 Cougar Electronics Corp. Bayonne New Jersey USA 
143 Cougar Electronics Corp. Bayonne New Jersey USA 
144 C. G. Conn, Ltd. Elkhart Indiana USA 
144 C. G. Conn, Ltd., Federal Recorder Co. Elkhart Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. Plainfield Indiana USA 
144 Projected Sound, Inc. 1987 Plainfield Indiana USA 


144 Projected Sound, Inc. 1989 Plainfield Indiana USA 
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144 Projected Sound, Inc. 1994 Plainfield Indiana USA 
144 Projected Sound, Inc. 1995 Plainfield Indiana USA 
144 Projected Sound, Inc. 1996 Plainfield Indiana USA 
144 Projected Sound, Inc. 1997 Plainfield Indiana USA 
144 Projected Sound, Inc. 1998 Plainfield Indiana USA 
144 Projected Sound, Inc. 1999 469 Avon Ave. Plainfield Indiana USA 
144 Projected Sound, Inc. 2001 469 Avon Ave. Plainfield Indiana USA 
145 Consolidated Radio Products Co. Chicago Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Consolidated Radio Products Co. Chicago 10 Illinois USA 
145 Cinaudagraph Inc. Chicago 26 Illinois USA 
145 Cinaudagraph Inc. Chicago 26 Illinois USA 
145 Cinaudagraph Inc. Chicago 26 Illinois USA 
145 Cinaudagraph Inc. Chicago 26 Illinois USA 
145 Cinaudagraph Inc. Chicago 26 Illinois USA 
145 Illinois Capacitor, Inc. Morton Grove Illinois USA 
145 Illinois Capacitor, Inc. } 1987 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1989 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1994 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1995 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1996 Morton Grove Illinois USA 
145 Illinois Capacitors, Inc. 1997 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1998 Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 1999 3757 W. Touhy Avenue — Lincolnwood Illinois USA 
145 Illinois Capacitor, Inc. 2001 6284 West Oakton Street Morton Grove Illinois USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio. USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
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146 Continental Carbon, Inc. Cleveland 11 Ohio USA 
146 Continental Carbon, Div. of Wirt Company Cleveland 11 Ohio USA 
146 Continental Carbon, Div. of Wirt Company Cleveland 11 Ohio USA 
146 Continental Carbon, Div. of Wirt Company Philadelphia 44 Pennsylvania USA 
146 Continental Carbon, Div. of Wirt Company Philadelphia 44 Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia 44 Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia 44 Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia 44 Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Philadelphia Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Warminster Pennsylvania USA 
146 Continental-Wirt Electronics Corp. Warminster Pennsylvania USA 
146 CW Industries Warminster Pennsylvania USA 
146 CW Industries Warminster Pennsylvania USA 
146 CW Industries Warminster Pennsylvania USA 
146 CW Industries i 1987, | Southampton Pennsylvania USA 
146 CW Industries Southampton Pennsylvania USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Geneva Illinois USA 
147 Continental Electric Company Chicago 2 Illinois USA 
147 Continental Electric Company Chicago 2 Illinois USA 
147 Continental Electric Company Chicago 2 Illinois USA 
147 Transco Lansdale Pennsylvania USA 
147 Transco Lansdale Pennsylvania USA 
147 Transco 1987 Lansdale Pennsylvania USA 
147 Transco Lansdale Pennsylvania USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
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148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Coming New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Coming New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Coming New York USA 
148 Corning Glass Works Corning New York USA 
148 Corning Glass Works Corning New York USA 
148 Electronic Products Div., Sub. Corning Glass Works Corning New York USA 
148 Electronic Products Div., Sub. Corning Glass Works Corning New York USA 
148 Corning Glass Works, Electronic Products Division Corning New York USA 
148 Corning Glass Works, Electronic Products Division Corning New York USA 
148 Corning Glass Works, Electronic Products Division Corning New York USA 
148 Corning Glass Works, Electronic Products Division 1987 Corning New York USA 
148 Bradford Electronics, div. of Vishay Intertechnology 1989 Bradford Pennsylvania USA 
148 Dale Electronics, Div. of Vishay Intertechnology, Bradford Plant 1994 Bradford Pennsylvania USA 
148 Dale Electronics, Div. of Vishay Intertechnology, Bradford Plant 1995 Bradford Pennsylvania USA 
148 Dale Electronics, Div. of Vishay Intertechnology, Bradford Plant 1996 Bradford Pennsylvania USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
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149 Cornish Wire Company, Inc. New York 7 New York USA 
149 Cornish Wire Company, Inc. New York 7 New York USA 
149 IBRAPE S.A. Sao Paulo Brazil 
149 IBRAPE Electronics Ltd. Sao Paulo Brazil 
149 IBRAPE Electronics Ltd. Sao Paulo Brazil 
149 IBRAPE Electronics Ltd. Sao Paulo Brazil 
150 Crescent Industries, Inc. Chicago 41 Illinois USA 
150 Crescent Industries, Inc. Chicago 41 Illinois USA 
150 Crescent Industries, Inc. Chicago 41 Illinois USA 
150 Crescent Industries, Inc. Chicago 41 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Crescent Industries, Inc. Chicago 31 Illinois USA 
150 Seneca Fuse Columbus Ohio USA 
150 Seneca Fuse Columbus Ohio USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 31 Illinois USA 
151 Croname, Inc. Chicago 13 Illinois USA 
151 Croname, Inc. Chicago 48 Illinois USA 
151 Croname, Inc. Chicago 48 Illinois USA 
151 Croname, Inc. Chicago 48 Illinois USA 
151 Croname, Inc. Chicago 48 Illinois USA 
151 Croname, Inc. Chicago 48 Illinois USA 
151 Croname, Inc. Chicago Illinois USA 
151 Croname, Inc. Chicago Illinois USA 
151 Croname, Inc. Chicago Illinois USA 
151 Croname, Inc. Chicago Illinois USA 
151 Croname, Inc. Chicago Illinois USA 
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151 CRONAME, Div. of Grand Sheet Metal Products Melrose Park Illinois USA 
151 CRONAME, Div. of Grand Sheet Metal Products Melrose Park Illinois USA 
151 CRONAME, Div. of Grand Sheet Metal Products Melrose Park Illinois USA 
151 CRONAME, Inc. 1987 Melrose Park Illinois USA 
152 The Crosley Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Radio and Television Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Radio and Television Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Radio and Television Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Radio and Television Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Manufacturing Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Corporation Cincinnati 25 Ohio USA 
152 Crosley Division, Avco Corporation Cincinnati 25 Ohio USA 
152 Mitsubishi Electronics Industries Ontario Canada 
152 Mitsubishi Electronics Industries Ontario Canada 
152 Mitsubishi Electronics Industries Ontario Canada 
152 Mitsubishi Electronics Industries Ontario Canada 
152 Mitsubishi Electronics Industries Canada Midland Ontario Canada 
152 Mitsubishi Electronics Industries Canada 100 Wye Valley Road Midland Ontario Canada 
153 Crystal Research Laboratories, Inc. Hartford 3 Connecticut USA 
153 Crystal Research Laboratories, Inc. Hartford 3 Connecticut USA 
153 Semiconductors Powerex, Inc. 1987 Barrio KIncan Garbo Puerto Rico USA 
153 Semiconductors Powerex, Inc. Guarbo Puerto Rico USA 
154 Tobe Deutschmann Corporation Canton Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Tobe Deutschmann Corporation Norwood Massachusetts USA 
154 Walbern Devices International Linden New Jersey USA 
154 Walbern Devices International Linden New Jersey USA 
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154 Semiconductors, Inc./Walbern Devices 1987 | Linden New Jersey USA 
154 Semiconductors, Inc./Walbem Devices 1989 Linden New Jersey USA 
154 Semiconductors, Inc./Walbern Devices 1994 Linden New Jersey USA 
154 Semiconductors, Inc./Walbern Devices 1995 Linden New Jersey USA 
155 DeWald Radio Mfg. Corp. New York 3 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald Radio Mfg. Corp. Long Island City 1 New York USA 
155 DeWald, Div. of United Scientific Labs., Inc. Long Island City 1 New York USA 
155 DeWald, Div. of United Scientific Labs., Inc. Long Island City 1 New York USA 
155 DeWald, Div. of United Scientific Labs., Inc. Long Island City 1 New York USA 
155 DeWald, Div. of United Scientific Labs., Inc. Long Island City 1 New York USA 
155 DeWald, Div. of United Scientific Labs., Inc. Long Island City 1 New York USA 
155 Transformers, Inc. Rockledge Florida USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Wilbur B. Driver Company Newark 4 New Jersey USA 
156 Dormeyer Industries Chicago Illinois USA 
156 Dormeyer Industries Chicago Illinois USA 
157 Dumont Electric Co. New York 13 New York USA 
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157 Dumont Electric Corporation New York 34 New York USA 
157 Dumont Electric Corporation New York 34 New York USA 
157 Dumont Electric Corporation New York 34 New York USA 
157 Dumont Electric Corporation New York 34 New York USA 
157 Dumont Electric Corporation New York 34 New York USA 
157 Dumont-Airplane & Marine Instruments, Inc. New York 5 New York USA 
157 Dumont-Airplane & Marine Instruments, Inc. New York 5 New York USA 
157 Dumont-Airplane & Marine Instruments, Inc. New York 5 New York USA 
157 Dumont-Airplane & Marine Instruments, Inc. New York 5 New York USA 
157 Matsushita Industrial Co. Franklin Pk. Illinois USA 
157 Matsushita Industrial Co. } 1987 Franklin Pk. Illinois USA 
157 Matsushita Industrial Co. 1989 Franklin Park Illinois USA 
157 Matsushita Television Co. 1994 Franklin Park Illinois USA 
157 Matsushita Television Co. 1995 Franklin Park Illinois USA 
157 Matsushita Industrial Company 1996 Franklin Illinois USA 
157 Matsushita Television Company 1997 San Diego California USA 
157 Matsushita Industrial Co. 2001 9401 West Grand Ave. — Franklin Park Illinois USA 
158 Allen B. Dumont Laboratories, Inc. Passaic New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Passaic New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Passaic New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc., Tube Operations Div. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories, Inc., Electronic Tube Div. Clifton New Jersey USA 
158 Allen B. DuMont Laboratories Clifton New Jersey USA 
158 Allen B. DuMont Laboratories Clifton New Jersey USA 
158 Allen B. DuMont Laboratories Clifton New Jersey USA 
158 Allen B. DuMont Laboratories Clifton New Jersey USA 
158 DuMont Laboratories Clifton New Jersey USA 
158 DuMont Electron Tubes Clifton New Jersey USA 
158 DuMont Electron Tubes Clifton New Jersey USA 
158 DuMont Electron Tubes Clifton New Jersey USA 
158 DuMont Electron Tubes Clifton New Jersey USA 


158 DuMont Electron Tubes Clifton New Jersey USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 

















Code Company/Manufacturer Year Address City State Country 
158 DuMont Electron Tubes Clifton New Jersey USA 
158 DuMont Electron Tubes Clifton New Jersey USA 
158 Dumont Electron Tubes & Devices Corp. Clifton New Jersey USA 
158 Dumont Electron Tubes & Devices Corp. Clifton New Jersey USA 
158 Dumont Electron Tubes & Devices Corp. Clifton New Jersey USA 
158 Dumont Electron Tubes & Devices Corp. 1987 | Clifton New Jersey USA 
158 Thomson Electron Tubes & Devices Corp. 1989 Totowa New Jersey USA 
158 Thompson Electron Tubes & Devices Corp. 2001 40 G Commerce Way Totowa New Jersey USA 
159 DX Crystal Company Chicago 22 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago 47 Illinois USA 
159 DX Radio Products Company, Inc. Chicago Illinois USA 
159 DX Radio Products Company, Inc. Chicago Illinois USA 
159 DX Radio Products Company, Inc. Chicago Illinois USA 
159 DX Radio Products Company, Inc. Chicago Illinois USA 
159 Aselco, Inc. Gaithersburg Maryland USA 
159 Aselco, Inc. Gaithersburg Maryland USA 
159 Aselco, Inc. Gaithersburg Maryland USA 
159 Aselco, Inc. Gaithersburg Maryland USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby, Inc. Philadelphia 44 Pennsylvania USA 
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160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia 44 Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
160 Hugh H. Eby Company Philadelphia Pennsylvania USA 
161 Eckstein Radio & Television Co. Minneapolis 2 Minnesota USA 
161 Eckstein Radio & Television Co. Le Roy Minnesota USA 
161 Eckstein Radio & Television Co. Le Roy Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Eckstein Radio & Television Co. Minneapolis 6 Minnesota USA 
161 Sun Microsystems, Inc. 1987 Mt. View California USA 
161 Sun Microsystems, Inc. 1989 Mt. View California USA 
161 Sun Microsystems, Inc. 1994 Mt. View California USA 
161 Sun Microsystems, Inc. 1996 Mt. View California USA 
161 Sun Microsystems Computer Corporation 1997 Mt. View California USA 
161 Sun Microsystems Inc. 1998 Palo Alto California USA 
161 Sun Microsystems, Inc. 2001 2550 Garcia Ave. Mt.View California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
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162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Bruno California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Eitel-McCullough, Inc. San Carlos California USA 
162 Chronos Industries, Inc. Franklin Pk. Illinois USA 
162 Chronos Industries, Inc. 1987 Franklin Park Illinois USA 
162 Chronos Industries, Inc. Franklin Park Illinois USA 
163 Electrical Reactance Corporation Franklinville New York USA 
163 Electrical Reactance Corporation Franklinville New York USA 
163 Electrical Reactance Corporation Franklinville New York USA 
163 Electrical Reactance Corporation Franklinville New York USA 
163 Electrical Reactance Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Hi-Q Division Aerovox Corporation Olean New York USA 
163 Powerex, Inc. Youngwood Pennsylvania USA 
163 Powerex, Inc. Youngwood Pennsylvania USA 
163 Powerex, Inc. Youngwood Pennsylvania USA 
164 The Electro Motive Mfg. Co. Willimantic. Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
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164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic. Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Willimantic Connecticut USA 
164 The Electro Motive Mfg. Co., Inc. Melville New York USA 
164 The Electro Motive Mfg. Co., Inc. Melville New York USA 
164 The Electro Motive Mfg. Co., Inc. Melville New York USA 
165 Electronic Corp. of America New York 11 New York USA 
165 Electronic Corp. of America New York 11 New York USA 
165 ETRI, Inc. | 1989 Monroe North Carolina USA 
165 ETRI, Inc. 1994 Monroe North Carolina USA 
165 ETRI, Inc. 1995 Monroe North Carolina USA 
165 ETRI, Inc. 1996 Monroe North Carolina USA 
165 ETRI, Inc. 2001 1503 Rocky River Road. Monroe North Carolina USA 
166 Electronic Engineering Company Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Company, Inc. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Company, Inc. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Company, Inc. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
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166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago 47 Illinois USA 
166 Chicago Electronic Engineering Co. Chicago Illinois USA 
166 Genisco Technology Corp., Ceeco Div. Bensenville Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc., div. of Marvel Electric Corp. Schiller Park Illinois USA 
166 Magnetic Components, Inc., div. of Marvel Electric Corp. Schiller Park Illinois USA 
166 Magnetic Components, Inc., div. of Marvel Electric Corp. Schiller Park Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc. Schiller Park Illinois USA 
166 Magnetic Components, Inc. 1999 9520 Ainslie Street Schiller Park Illinois USA 
167 Electronic Laboratories, Inc. Indianapolis 4 Indiana USA 
167 Electronic Laboratories, Inc. Indianapolis Indiana USA 
167 Sanyo Mfg. Corp. Forrest City Arkansas USA 
167 Sanyo Mfg. Corp. Forrest City Arizona USA 
167 Sanyo Mfg. Corp. 1987 Forrest City Arkansas USA 
167 Sanyo Mfg. Corp. 1989 Forrest City Arizona USA 
167 Sanyo Mfg. Corp. 1994 Forrest City Arizona USA 
167 Sanyo Manufacturing Corporation 1996 Forrest City Arkansas USA 
167 Sanyo Manufacturing Corporation 1997 Acton Massachusetts USA 
167 Sanyo Manufacturing Corporation 1998 Acton Massachusetts USA 
167 Sanyo Semiconductor 1999 80 Commerce Drive Allendale New Jersey USA 
167 Sanyo Mfg. Corp. 2001 3333 Warwick Road Forrest City Arizona USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
168 Vokar Corporation Dexter Michigan USA 
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168 Vokar Company Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products. Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products, Inc. Ann Arbor Michigan USA 
168 Vokar Products. Inc. Ann Arbor Michigan USA 
169 Electronic Specialty Co. Los Angeles 26 California USA 
169 Electronic Specialty Co. Los Angeles 26 California USA 
169 Electronic Specialty Co. Los Angeles 26 California USA 
169 Electronic Specialty Co. Los Angeles 26 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Electronic Specialty Co. Los Angeles 39 California USA 
169 Hitachi, Ltd. Chiyoda-Ku, Tokyo Japan 
169 Hitachi, Ltd. Chiyoda-Ku, Tokyo Japan 
169 Hitachi, Ltd. Tokyo Japan 
169 Hitachi, Ltd. Tokyo Japan 
169 Hitachi, Ltd. Tokyo Japan 
169 Hitachi, Ltd. Tokyo Japan 
169 Hitachi, Ltd. 2001 Electron Tube Div./Nippor Chiyoda-ku, Ohtemachi Japan 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
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170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube Corporation Philadelphia 18 Pennsylvania USA 
170 Electronic Tube and Instrument Div., General Atronics Corp. Philadelphia 18 Pennsylvania USA 
170 Electronic Tube and Instrument Div., General Atronics Corp. Philadelphia 18 Pennsylvania USA 
170 Electronic Tube and Instrument Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. 1987 Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. lin 1989 Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. 1994 Philadelphia Pennsylvania USA 
170 Electronic Tube Div., General Atronics Corp., Magnavox Co. 1995 Philadelphia Pennsylvania USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. New York 11 New York USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
471 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City 2 New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City New Jersey USA 
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171 Emerson Radio & Phonograph Corp. 1 Jersey City New Jersey USA 
171 Emerson Radio & Phonograph Corp. Jersey City New Jersey USA 
171 Emerson Television & Radio Co. Jersey City New Jersey USA 
171 Emerson Television & Radio Co. Jersey City New Jersey USA 
171 Emerson Television & Radio Co. Jersey City New Jersey USA 
171 Emerson Television & Radio Co. Jersey City New Jersey USA 
171 Emerson Television & Radio Co. Greenwich Connecticut USA 
171 Emerson Television & Radio Co. Greenwich Connecticut USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago 23 Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Coil Company Chicago Illinois USA 
172 Ensign Corporation Burr Ridge Illinois USA 
172 Ensign Corporation Burr Ridge Illinois USA 
172 Ensign Corporation 1987 Burr Ridge Illinois USA 
172 Ensign Corporation fe 1989 Burr Ridge Illinois USA 
172 Ensign Corporation 1994 Burr Ridge Illinois USA 


172 Ensign Corporation 1995 Burr Ridge Illinois USA 
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172 Ensign Corp. 1996 Burr Ridge Illinois USA 
172 Ensign Corporation 1997 Burr Ridge Illinois USA 
172 Ensign Corporation 1998 Burr Ridge Illinois USA 
172 Ensign Corporation 1999 7960 South Madison Stre Burr Ridge Illinois USA 
172 Ensign Corporation 2001 7960 S. Madison Street Burr Ridge Illinois USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Resistor Corporation Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products, Inc. Erie Pennsylvania USA 
173 Erie Technological Products Co., Inc. Erie Pennsylvania USA 
173 Erie Technological Products Co., Inc. Erie Pennsylvania USA 
173 Erie Technological Products Co., Inc. Erie Pennsylvania USA 
174 Espey Manufacturing Company, Inc. New York 19 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 











Code Company/Manufacturer Year Address City State Country 
174 Espey Manufacturing Company, Inc. New York 21 New York USA 
174 Espey Manufacturing Company, Inc. New York 19 New York USA 
174 Espey Manufacturing & Electronics Corp. Saratoga Springs New York USA 
174 Espey Manufacturing & Electronics Corp. Saratoga Springs New York USA 
174 Espey Manufacturing & Electronics Corp. Saratoga Springs New York USA 
174 Espey Manufacturing & Electronics Corp. Saratoga Springs New York USA 
174 RENCO Electronics, Inc. Deer Park New York USA 
174 RENCO Electronics, Inc. Deer Park New York USA 
174 RENCO Electronics, Inc. Deer Park New York USA 
174 RENCO Electronics, Inc. Deer Park New York USA 
174 Renco Electronics, Inc. Deer Park New York USA 
174 Renco Electronics Inc. 60 Jefryn Blvd East Deer Park New York USA 
174 Renco Electronics Inc 60 East Jefryn Blvd. Deer Park New York USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Essex Wire Corporation Fort Wayne 6 Indiana USA 
175 Solid State Electronics Co., Pvt., Ltd. Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. 1987 Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. 1989 Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. 1994 Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. 1995 Bombay India 
175 Solid State Electronics Company Pvt. Ltd 1996 Bombay India 
175 Solid State Electronics Co., Pvt., Ltd. 2001 Plot #9/123 MCIE, Sir MV Bombay India 
176 Fada Radio and Electric Co., Inc. Long Island City New York USA 
176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 
176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 
176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 


176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 
Code Company/Manufacturer Year Address City State Country 








176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 
176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 
176 Fada Radio and Electric Co., Inc. Belleville New Jersey USA 
176 Fada Radio and Electric Co., Inc. Belleville 9 New Jersey USA 
176 Scherer-Williams Transformer Co. Eldorado Illinois USA 
177 Farnsworth Television & Radio Corp. Fort Wayne 1 Indiana USA 
177 Farnsworth Television & Radio Corp. Fort Wayne 1 Indiana USA 
177 Farnsworth Television & Radio Corp. Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Corporation Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Corporation Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Corporation Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Company Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Company Fort Wayne 1 Indiana USA 
177 Capehart-Farnsworth Company Fort Wayne 1. Indiana USA 
177 Capehart-Farnsworth Company Fort Wayne 1 Indiana USA 
177 Tri-Cities Manufacturing & Engineering Tuscumbia Alabama USA 
177 Tri-Cities Manufacturing & Engineering Tuscumbia Alabama USA 
177 Tri-Cities Manufacturing & Engineering Tuscumbia Alabama USA 
177 Tri-Cities Manufacturing & Engineering Tuscumbia Alabama USA 
177 Tri-Cities Manufacturing & Engineering Tuscumbia Alabama USA 
177 Tri-Cities Manufacturing & Engineering Highway 43 South, PO Bi Tuscumbia Alabama USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 41 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago 18 Illinois USA 
178 John E. Fast & Company Chicago Illinois USA 
178 John E. Fast & Company Chicago Illinois USA 
178 Powerex, Inc. Auburn New York USA 
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178 Powerex, Inc. Auburn New York USA 
179 Federal Telephone & Radio Corp. Newark 2 New Jersey USA 
179 Federal Telephone & Radio Corp. Clifton New Jersey USA 
179 Federal Telephone & Radio Corp. Clifton New Jersey USA 
179 Federal Telephone & Radio Corp. Clifton New Jersey USA 
179 Federal Telephone & Radio Corp. Clifton New Jersey USA 
179 Federal Telephone & Radio Corp. Clifton New Jersey USA 
179 Federal Telephone and Radio Company Clifton. New Jersey USA 
179 Federal Telephone and Radio Company Clifton New Jersey USA 
179 Federal Telephone and Radio Company Clifton New Jersey USA 
179 Federal Telephone and Radio Company Clifton New Jersey USA 
179 Federal Telephone and Radio Company Clifton New Jersey USA 
179 ITT Federal Division Clifton New Jersey USA 
179 ITT Federal Division Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories Clifton New Jersey USA 
179 ITT Federal Laboratories } 1987 | Clifton New Jersey USA 
179 ITT Federal Laboratories 1989 Clifton New Jersey USA 
179 ITT Federal Laboratories 1994 Clifton New Jersey USA 
179 ITT Federal Laboratories 1995 Clifton New Jersey USA 
179 ITT Federal Laboratories 1996 Clifton New Jersey USA 
179 ITT Federal Laboratories 2001 Clifton New Jersey USA 
180 Felt Products Manufacturing Co. Chicago 7 Illinois USA 
180 Felt Products Manufacturing Co. Chicago 7 Illinois USA 
180 Felt Products Manufacturing Co. Chicago 7 Illinois USA 
180 Felt Products Manufacturing Co. Chicago 7 Illinois USA 
180 Felt Products Manufacturing Co. Chicago 7 Illinois USA 
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180 Gates Energy Products, Inc. 1989 Gainesville Florida USA 
180 Gates Energy Products, Inc. 1994 Gainesville Florida USA 
180 Gates Energy Products, Inc. 1995 Gainesville Florida USA 


181 Finch Telecommunications, Inc. Passaic New Jersey USA 
181 Finch Telecommunications, Inc. Passaic New Jersey USA 
181 Finch Telecommunications, Inc. Passaic New Jersey USA 
181 Finch Telecommunications, Inc. Passaic New Jersey USA 
181 Gates Radio Company Quincy Illinois USA 


181 Lassen Electronics Corp. 1987 Fremont California USA 
181 Lassen Electronics Corp. 1989 Fremont California USA 











181 Fassen Electronics Corp. 1994 Fremont California USA 
181 Lassen Electronics Corp. 1995 Fremont California USA 
181 Lassen Electronics Corporation 1996 Fremont California USA 
181 Lassen Electronics Corporation 1997 Fremont California USA 
181 Lassen Electronics Corporation 1998 Fremont California USA 
181 Lassen Electronics Corporation 1999 37427 Centralmont Place Fremont California USA 
181 Lassen Electronics Corp. 2001 37427 Centralmont Place Fremont California USA 
182 A. W. Franklin Mfg. Corp. New York 14 New York USA 
182 A. W. Franklin Mfg. Corp. Long Island City 1 New York USA 
182 A. W. Franklin Mfg. Corp. Long Island City 1 New York USA 
182 A. W. Franklin Mfg. Corp. Long Island City 1 New York USA 
182 A. W. Franklin Mfg. Corp. Long Island City 1 New York USA 
182 Master Circuits, Inc. | 1987 Kokomo Indiana USA 
182 Master Circuits, Inc. 1989 Kokomo Indiana USA 
182 Master Circuits, Inc. 1994 Kokomo Indiana USA 
182 Master Circuits, Inc. 1995 Kokomo Indiana USA 
182 Master Circuits, Inc. 1996 Kokomo Indiana USA 
182 Master Circuits, Inc. 2001 424 Apperson Way,North Kokomo Indiana USA 
183 Freed Radio Corporation New York 18 New York USA 
183 Freed Radio Corporation New York 13 New York USA 
183 Freed Radio Corporation New York 13 New York USA 
183 Freed Radio Corporation New York 13 New York USA 
183 Freed Radio Corporation New York 13 New York USA 
183 Freed Electronics and Controls Corp. New York 13 New York USA 
183 Freed Electronics and Controls Corp. New York 13 New York USA 
183 Pacific Assemblers Co. 1969 Newport Beach California USA 
183 Energizer Power Systems 1994 Gainesville Florida USA 
183 Energizer Power Systems 1995 Gainesville Florida USA 
184 Billings S. Fuess South Orange New Jersey USA 
184 Billings S. Fuess South Orange New Jersey USA 
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184 MCX, Inc. 1994 Klamath Falls Oregon USA 
184 MCX, Inc. 1995 Klamath Falls Oregon USA 
184 MCX, Inc. 1996 Klamath Falls Oregon USA 
184 MCX, Inc. 2001 2977 Century Ct. Klamath Falls Oregon USA 
185 Galvin Manufacturing Corporation Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51. Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago 51 Illinois USA 
185 Motorola, Inc. Chicago Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. Franklin Park Illinois USA 
185 Motorola, Inc. 1987 Franklin Park Illinois USA 
185 Motorola, Inc. [es 1989 Franklin Park Illinois USA 
185 Motorola, Inc. 1994 Franklin Park Illinois USA 
185 Motorola, Inc. 1995 Franklin Park Illinois USA 
185 Motorola, Inc. 1996 Franklin Park Illinois USA 
185 Motorola, Inc. 1997 Schaumburg Illinois USA 
185 Motorola, Inc. 1998 Phoenix Arizona USA 
185 Motorola, Inc. 1999 2100 E. Elliot Rd. Phoenix Arizona USA 
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186 Garod Radio Corporation Brooklyn 1 New York USA 
186 Garod Radio Corporation Brooklyn 1 New York USA 
186 Garod Radio Corporation Brooklyn 1 New York USA 
186 Garod Radio Corporation Brooklyn 1 New York USA 
186 Garod Radio Corporation Brooklyn 1 New York USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 Gates Radio Company Quincy Illinois USA 
187 AMD 1994 Sunnyvale California USA 
188 General Electric Co. Schenectady 5 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Syracuse 1 New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
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188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. Schenectady New York USA 
188 General Electric Co. 1987 Schenectady New York USA 
188 General Electric Co. ie 4989 Schenectady New York USA 
188 General Electric Co. 1994 Schenectady New York USA 
188 General Electric Co. 1995 Schenectady New York USA 
188 General Electric Company 1996 Schenectady New York USA 
188 General Electric Co. 2001 One River Rd. Schenectady New York USA 
189 General Electronics, Inc. Paterson 8 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Division of Arcturus Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Division of Arcturus Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Division of Arcturus Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Division of Arcturus Electronics Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 General Electronics, Inc. Paterson 3 New Jersey USA 
189 Saxton Products, Inc. Congers New York USA 
189 Saxton Products, Inc. Congers New York USA 
189 Saxton Products, Inc. } 1987 Congers New York USA 
189 Saxton Products, Inc. 1989 Congers New York USA 
189 Saxton Products 2001 215 N. Route 303 Congers New York USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria. Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 








EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 














Code Company/Manufacturer Year Address City State Country 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company Elyria Ohio USA 
190 The General Industries Company 1987 Elyria Ohio USA 
190 The General Industries Company 1989 Elyria Ohio USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Elizabeth 3 New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark 4. New Jersey USA 
191 General Instrument Corp. Newark 4 New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
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191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Newark New Jersey USA 
191 General Instrument Corp. Clifton New Jersey USA 
191 General Instrument Corp. 1987 Clifton New Jersey USA 
191 General Instrument Corp. 1989 Clifton New Jersey USA 
191 General Instrument Corp. 1994 Clifton New Jersey USA 
191 General Instrument Corp. 1995 Clifton New Jersey USA 
191 General Instrument Corporation 1996 Clifton New Jersey USA 
191 General Instrument Corp. 2001 Clifton New Jersey USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8 Illinois USA 
192 General Laminated Products, Inc. Chicago 8. Illinois USA 
192 Tech Spray, Inc. Amarillo Texas USA 
192 Tech Spray, Inc. Amarillo Texas USA 
192 Tech Spray, Inc. } 1987 Amarillo Texas USA 
192 Tech Spray, Inc. 1989 Amarillo Texas USA 
192 Tech Spray, Inc. 1994 Amarillo Texas USA 
192 Tech Spray, Inc. 1995 Amarillo Texas USA 
192 Tech Spray, Inc. 1996 Amarillo Texas USA 
192 Tech Spray, Inc. 2001 P.O.Box 949 Amarillo Texas USA 
193 General Magnetic Corporation Detroit 7 Michigan USA 
193 General Magnetic Corporation Detroit 5 Michigan USA 
193 General Magnetic Corporation Detroit 5 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 
193 General Magnetic Corporation Detroit 34 Michigan USA 


193 General Magnetic Corporation, Sub. The Muter Co. Detroit 34 Michigan USA 
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193 General Magnetic Corporation, Sub. The Muter Co. | Detroit 34 Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub., The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corporation, Sub. The Muter Co. Detroit Michigan USA 
193 General Magnetic Corp., Sub., PEMCOR, Inc. Detroit Michigan USA 
193 General Magnetic Corp., Sub., PEMCOR, Inc. Detroit Michigan USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company Cambridge 39 Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
194 General Radio Company West Concord Massachusetts USA 
195 General Television & Radio Corporation Chicago 51 Illinois USA 
195 General Television & Radio Corporation Chicago 51 Illinois USA 
195 OKI Semiconductor 1987 Santa Clara California USA 


195 OKI Semiconductor 1989 Sunnyvale California USA 


195 OKI Semiconductor 1994 Sunnyvale California USA 
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195 OKI Semiconductor 1995 Sunnyvale California USA 
195 OKI Semiconductor 1996 Santa Clara California USA 
195 OKI Semiconductor 2001 1333 Lawrence Expressw Santa Clara California USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Gits Molding Corporation Chicago 44 Illinois USA 
196 Pan-Magnetics International, Inc. El Segundo California USA 
196 Pan-Magnetics International, Inc. El Segundo California USA 
196 Pan-magnetics International, Inc., First Division 1987 Carson California USA 
196 Pan-Magnetics International, Inc., First Division 1989 Carson California USA 
196 Pan-Magnetics/Tamura Corporation of America 1994 Carson California USA 
196 Tamura Corporation of America, FKA Pan-Magnetics 1996 Carson California USA 
196 Tamura Corporation Of America 2001 1150 Dominguez Street Carson California USA 
197 Goat Metal Stampings, Inc. Brooklyn 7. New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co.. Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 The Fred Goat Co., Inc. Brooklyn 17 New York USA 
197 Goat Electronics, Inc. Sag Harbor New York USA 
197 Pan-magnetics International, Inc., Second Division Carson California USA 
197 Pan-magnetics International, Inc., Second Division Carson California USA 
198 Edwin |. Guthman & Company Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
198 Edwin |. Guthman & Company, Inc. Chicago 7 Illinois USA 
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198 Edwin |. Guthman & Company Div. Chicago Standard Transformer Corp. Chicago 7 Illinois USA 
198 Guthman Division, Essex Wire Corp. Chicago 7 Illinois USA 
198 Guthman Division, Essex Wire Corp. Chicago 7 Illinois USA 
198 Guthman Division, Essex Wire Corp. Chicago 7 Illinois USA 
198 Guthman Division, Essex Wire Corp. Chicago 7 Illinois USA 
198 Guthman Division, Essex Wire Corp. Chicago 7 Illinois USA 
198 Pan-magnetics International, Inc., Third Division Carson California USA 
198 Pan-magnetics International, Inc., Third Division California USA 
199 The Hallicrafters Company Chicago 16 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 The Hallicrafters Company Chicago 24 Illinois USA 
199 Pan-magnetics International, Inc., Fourth Division Carson California USA 
199 Pan-magnetics International, Inc., Fourth Division Carson California USA 
200 Hamilton Radio Corporation New York 11 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Inc. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. Unitronics Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. Unitronics Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. The Siegler Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. The Siegler Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. The Siegler Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Dlv. The Siegler Corp. Long Island City 1 New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. Long Island City 1 New York USA 
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200 Olympic Radio & Television, Div. Lear Siegler, Inc. 1 Long Island City New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. 1 Long Island City New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. Long Island City New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. Long Island City New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. Long Island City New York USA 
200 Olympic Radio & Television, Div. Lear Siegler, Inc. Long Island City New York USA 
200 Olympic Division, Lear Siegler, Inc. Long Island City New York USA 
201 Hammarlund Mfg. Co.. Inc. New York 1. New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Inc. New York 1 New York USA 
201 Hammarlund Mfg. Co., Sub. of Telechrome Mfg. Corp. Amityville New York USA 
201 Electro Switch Corp. 1987 j Weymouth Massachusetts USA 
201 ELECTROSWITCH-New England 1989 Weymouth Massachusetts USA 
201 ELECTROSWITCH 1994 Weymouth Massachusetts USA 
201 ELECTROSWITCH 1995 Weymouth Massachusetts USA 
202 Harvey Radio Laboratories, Inc. Cambridge 38 Massachusetts USA 
202 Harvey Radio Laboratories, Inc. Cambridge 38 Massachusetts USA 
202 Coral Magnetics Co. Daytona Beach Florida USA 
202 Coral Magnetics Co., Sub. Tele-Craft Elecs. Co. Farmingdale, L.|. New York USA 
202 Coral Magnetics Co., Sub. Tele-Craft Elecs. Co Farmingdale, L.|. New York USA 
203 Harvey-Wells Electronics, Inc. Southbridge Massachusetts USA 
203 Harvey-Wells Electronics, Inc. Southbridge Massachusetts USA 
203 Harvey-Wells Electronics, Inc. Southbridge Massachusetts USA 
203 Harvey-Wells Electronics, Inc. Southbridge Massachusetts USA 
203 H&K Products Co. Council Bluffs lowa USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
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204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products Company St. Charles Illinois USA 
204 Hawley Products. A HITCO Co. St. Charles Illinois USA 
204 Hawley Products, A HITCO Co., Sub. of Armco St. Charles Illinois USA 
204 Hawley Products, AHITCO Co., Sub. of Armco St. Charles Illinois USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers Plainfield New Jersey USA 
205 Haydu Brothers of New Jersey (Sub. Burroughs Corp., Detroit) Plainfield New Jersey USA 
205 Haydu Electronic Products, Inc. Plainfield New Jersey USA 
205 Haydu Electronic Products, Inc. Plainfield New Jersey USA 
205 Haydu Electronic Products, Inc. Plainfield New Jersey USA 
205 Havdu Industries, Inc. Plainfield New Jersey USA 
205 ELECTROSWITCH Southern Operation Raleigh North Carolina USA 
205 ELECTROSWITCH-Southern Raleigh North Carolina USA 
206 Hewlett-Packard Company Palo Alto California USA 
206 Hewlett-Packard Company Palo Alto California USA 
206 Hewlett-Packard Company Palo Alto California USA 
206 Hewlett-Packard Company Palo Alto California USA 
206 Union Electronics, Inc. Hsin Chu Hsien Taiwan 
206 Union Electronics. Inc. Hsin Chu Hsien Taiwan 
206 Union Electronics, Inc. Hsin Chu Hsien Taiwan 
206 Union Electronics, Inc. Hsin Chu Hsien Taiwan 
206 Hewlett-Packard Company 1997 Palo Alto California USA 


206 Hewlett-Packard Company 1998 Palo Alto California USA 
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206 Hewlett-Packard Company 1999 M/S 5UL 1501 Page Mill | Palo Alto California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7. California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Radio Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. Los Angeles 7 California USA 
207 Hoffman Electronics Corp. El Monte California USA 
207 Hoffman Electronics Corp. El Monte California USA 
208 Howard Radio Co. Chicago 138 Illinois USA 
208 Howard Radio Co. Chicago 13 Illinois USA 
208 Howard Radio Co. Chicago 13 Illinois USA 
208 Radio Materials Corporation (This company moved from EIA code 208 in 1951 to 732 in 1952) Chicago 13 Illinois USA 
208 Howard Radio Co. Chicago 13 Illinois USA 
208 Brooktree Corp. 1994 San Diego California USA 
208 Brooktree Corp. 1995 San Diego California USA 
208 Brooktree Corp. 1996 San Diego California USA 
208 Brooktree Corp. 2001 950 Barnes Canyon Rd. San Diego California USA 
209 Hudson American Corp. New York 18 New York USA 
209 Hudson American Corp. New York 18 New York USA 
209 Hudson American Corp. New York 18 New York USA 
209 Hudson American Corp. New York 18 New York USA 
209 HB Engineering Corp. Silver Spring Maryland USA 
210 Hytron Radio & Electronics Corp. Salem Massachusetts USA 
210 Hytron Radio & Electronics Corp. Salem Massachusetts USA 
210 Hytron Radio & Electronics Corp. Salem Massachusetts USA 
210 Hytron Radio & Electronics Corp. Salem Massachusetts USA 
210 Hytron Radio & Electronics Co. (Div. of Columbia Broadcasting System, Inc.) Salem Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
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210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS-Hytron, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS Electronics, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 CBS Electronics, Division of Columbia Broadcasting System, Inc. Danvers Massachusetts USA 
210 Ra-Tek Precision Sheet Metal, Inc. 1994 Morgan Hill California USA 
210 Ra-Tek Precision Sheet Metal, Inc. 1995 Morgan Hill California USA 
210 Ra-Tek Precision Sheet Metal, Inc. 1996 San Jose California USA 
210 Ra-Tek Precision Sheet Metal, Inc. 2001 260 Phelan Avenue San Jose California USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company. Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Chicago 2 Illinois USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 The Indiana Steel Products Company Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Corporation Valparaiso Indiana USA 
211 Indiana General Co., Div. of Electronic Memories & Magnetics Corp. Valparaiso Indiana USA 
212 Industrial and Commercial Electronics Belmont California USA 
212 Industrial and Commercial Electronics Belmont California USA 
212 The Sessions Clock Company Forestville Connecticut USA 


212 Frederick Controls Div., North American Philips Corp. Frederick Maryland USA 
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212 Frederick Controls Div., North American Philips Corp. Frederick Maryland USA 
212 North American Philips Controls Corp. Cheshire Connecticut USA 
212 North American Philips Controls Corp. Cheshire Connecticut USA 
212 North American Philips Control Corp. Cheare Connecticut USA 
213 International Detrola Corporation Detroit 9 Michigan USA 
213 International Detrola Corporation Detroit 6 Michigan USA 
213 Dearborn Wire & Cable Co. Rosemont Illinois USA 
213 Dearborn Wire & Cable Co. Rosemont Illinois USA 
213 Dearborn Wire & Cable Co. 1987 Rosemont Illinois USA 
213 Dearborn Wire & Cable Co. 1989 | Rosemont Illinois USA 
213 Dearborn Wire & Cable Co. 1994 Wheeling Illinois USA 
213 Dearborn Wire & Cable Co. 1995 Wheeling Illinois USA 
213 Dearborn Wire & Cable Co. 1996 Wheeling Illinois USA 
213 Dearborn Wire & Cable Co. 1997 Wheeling Illinois USA 
213 Dearborn/CDT 1998 Wheeling Illinois USA 
213 Dearborn/CDT (a division of Cable Design) 1999 250 W. Carpenter Wheeling Illinois USA 
213 Dearborn Wire & Cable Co. 2001 250 West Carpenter Ave. Wheeling Illinois USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company. Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia 8 Pennsylvania USA 
214 International Resistance Company Philadelphia Pennsylvania USA 
214 International Resistance Company Philadelphia Pennsylvania USA 
214 IRC, Inc. Philadelphia Pennsylvania USA 
214 IRC, Inc. Philadelphia Pennsylvania USA 
214 IRC, Inc. Philadelphia Pennsylvania USA 
214 IRC Div. of TRW, Inc. Philadelphia Pennsylvania USA 
214 IRC Div. of TRW, Inc. Philadelphia Pennsylvania USA 
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214 IRC Div. of TRW, Inc. Philadelphia Pennsylvania USA 
214 IRC Div. of TRW, Inc. Philadelphia Pennsylvania USA 
214 IRC Div. of TRW Philadelphia Pennsylvania USA 
214 IRC Div. of TRW Philadelphia Pennsylvania USA 
214 IRC Div. of TRW Philadelphia Pennsylvania USA 
214 IRC, Inc. 1987 | Boone North Carolina USA 
214 International Resistor Corp., Inc. 1989 Boone North Carolina USA 
214 Roederstein Electronics, Inc. 1994 Statesville North Carolina USA 
214 Roederstein Electronics, Inc. 1995 Statesville North Carolina USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11. New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 Irvington Varnish & Insulator Co. Irvington 11 New Jersey USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 D & L Manufacturing Co. Powell Ohio USA 
215 Decibel Products, Inc. 1994 Dallas Texas USA 
215 Decibel Products, Inc. 1995 Dallas Texas USA 
216 The Jackson Electrical Instrument Co. Dayton 1 Ohio USA 
216 The Jackson Electrical Instrument Co. Dayton 1 Ohio USA 
216 The Jackson Electrical Instrument Co. Dayton 1 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 1 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 1 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton I. Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co Dayton 2 Ohio USA 
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216 Jackson Electrical Instrument Co. $ Dayton 2 Ohio USA 
216 Jackson Electrical Instrument Co. Dayton Ohio USA 
216 Jackson Electrical Instrument Co. Dayton Ohio USA 
216 Mercury Electronics Corp. Mineola New York USA 
216 DC Electronic Supply Santa Clara California USA 
216 DC Electronics San Jose California USA 
216 DC Electronics San Jose California USA 
216 DC Electronic Supply Santa Clara California USA 
216 DC Electronic Supply 3130 Coronado Drive Santa Clara California USA 
217 Jackson Industries Chicago 47 Illinois USA 
217 Jackson Industries, Inc. Chicago 16 Illinois USA 
217 Jackson Industries, Inc. Chicago 16 Illinois USA 
217 Jackson Industries, Inc. Chicago 15 Illinois USA 
217 Jackson Industries, Inc. Chicago 15 Illinois USA 
217 Jackson Industries, Inc. Chicago 15 Illinois USA 
217 Jackson Electronics & Television, Inc. Chicago 15 Illinois USA 
217 Trans-Vue Corporation Chicago 16 Illinois USA 
217 Trans-Vue Corporation Chicago 16 Illinois USA 
217 The A.J. Smoy, Inc. 1994 Chicago Illinois USA 
217 The A.J. Smoy, Inc. 1995 Chicago Illinois USA 
217 The A. J. Smoy Co. 1996 Chicago Illinois USA 
217 The A. J. Smoy Co. 1997 Chicago Illinois USA 
217 The A. J. Smoy Co. 1998 Chicago Illinois USA 
217 A.J. Smoy, Inc. 1999 5346 N. Northwest Hwy Chicago Illinois USA 
217 The A.J. Smoy Co. 2001 5346 N.Northwest Highw: Chicago Illinois USA 
218 Jefferson Electric Company Bellwood Tennessee USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
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218 Jefferson Electric Company 1s Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Company Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div., Litton Industries Bellwood Illinois USA 
218 Jefferson Electric Div. of Magnetek, Inc. 1987 Downers Grove Illinois USA 
218 Magnetek Jefferson Electric 1989 Downers Grove Illinois USA 
218 Magnetek 1994 Elk Grove Village Illinois USA 
218 Magnetek 1995 Elk Grove Village Illinois USA 
219 Jefferson-Travis Corporation New York 10 New York USA 
219 Jefferson-Travis Incorporated (Emerson Radio & Phonograph) New York 11 New York USA 
219 Jefferson-Travis Incorporated (Emerson Radio & Phonograph) New York 11 New York USA 
219 Jefferson-Travis Incorporated (Emerson Radio & Phonograph Corp.) New York 11 New York USA 
219 Jefferson-Travis Incorporated (Emerson Radio & Phonograph Corp.) New York 11 New York USA 
219 Jefferson-Travis Incorporated (Emerson Radio & Phonograph Corp.) New York 11 New York USA 
219 Jefferson-Travis Incorporated, Sub. Emerson Radio & Phonograph Corp. Brooklyn New York USA 
219 Jefferson-Travis Incorporated, Sub. Emerson Radio & Phonograph Corp. Brooklyn New York USA 
219 Jefferson-Travis Incorporated, Sub. Emerson Radio & Phonograph Corp. Brooklyn New York USA 
219 Jefferson-Travis Incorporated, Sub. Emerson Radio & Phonograph Corp. Brooklyn 17 New York USA 
219 Sensitron Semiconductor 1997 Deer Park New York USA 
219 Sensitron Semiconductor 1998 Deer Park New York USA 
219 Sensitron Semiconductor 1999 221 West Industry Court Deer Park New York USA 
220 Jensen Radio Manufacturing Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company. Div. of The Muter Company Chicago 38. Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
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220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago 38 Illinois USA 
220 Jensen Manufacturing Company, Div. of The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Manufacturing Div., The Muter Company Chicago Illinois USA 
220 Jensen Sound Labs., Div. of PEMCO, Inc. Chicago Illinois USA 
220 Jensen Sound Labs., Div. of PEMCOR, Inc. Chicago Illinois USA 
220 Jensen Sound Laboratories 1987 Schiller Park Illinois USA 
220 Jensen Sound Laboratories 4989 Schiller Park Illinois USA 
220 International Jensen, Inc. 1994 Lincolnshire Illinois USA 
221 J. F. D. Manufacturing Co. Brooklyn 19 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 19 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 19 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 J. F. D. Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 JFD Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 JFD Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 JFD Manufacturing Co., Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn 4 New York USA 
221 JFD Electronics, Inc. Brooklyn New York USA 
221 JFD Electronics, Inc. Brooklyn New York USA 
221 JFD Electronics, Inc. Brooklyn New York USA 
221 JFD Electronics Co. Brooklyn New York USA 
221 JFD Electronics Co. Brooklyn New York USA 
221 JFD Electronics Co. Brooklyn New York USA 
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221 JFD Electronics Co. Brooklyn New York USA 
221 JFD Electronics Co. Brooklyn New York USA 
221 JFD Electronics Co. Brooklyn New York USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company. Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minn USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company, Inc. Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company Waseca Minnesota USA 
222 E. F. Johnson Company 1989 Waseca Minnesota USA 
222 E. F. Johnson Company 1994 Waseca Minnesota USA 
222 E. F. Johnson Company 1995 Waseca Minnesota USA 
222 E. F. Johnson Co. 1996 Waseca Minnesota USA 
222 E. F. Johnson Company 2001 212 Second Avenue, S.W Waseca Minnesota USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
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223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
223 Kerrigan Lewis Manufacturing Co. Chicago 51 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company. Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago 39 Illinois USA 
224 Kester Solder Company Chicago Illinois USA 
224 Kester Solder Company Chicago Illinois USA 
224 Kester Solder Company Chicago Illinois USA 
224 Kester Solder Company Chicago Illinois USA 
224 Kester Solder Company Chicago Illinois USA 
224 Kester Solder Div., Litton Industries Chicago Illinois USA 
224 Kester Solder Div., Litton Industries Chicago Illinois USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 4 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
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225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse 3 New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
225 King Laboratories, Inc. Syracuse New York USA 
226 Kuthe Laboratories, Inc. Newark 4 New Jersey USA 
226 Kuthe Laboratories, Inc. Newark New Jersey USA 
227 Lear, Inc. Piqua Ohio USA 
227 Lear, Inc. Piqua Ohio USA 
227 Lear, Inc. Grand Rapids 2 Michigan USA 
227 Lear, Inc. Los Angeles 64 California USA 
227 Lear, Inc. Los Angeles 64 California USA 
227 Lear, Inc. Santa Monica California USA 
227 Lear, Inc. Santa Monica California USA 
227 Lear, Inc. Santa Monica California USA 
227 Lear, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
227 Lear Siegler, Inc. Santa Monica California USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
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228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co.. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago 47 Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
228 Lenz Electric Manufacturing Co. Chicago Illinois USA 
229 Libbey Glass Toledo 1 Ohio USA 
229 Kimble Glass Div., Owens-Illinois Glass Co. Toledo 1 Ohio USA 
229 Kimble Glass Div., Owens-Illinois Glass Co. Toledo 1 Ohio USA 
229 Kimble Glass Div., Owens-Illinois Glass Co. Toledo 1 Ohio USA 
230 Littelfuse, Inc. Chicago 40 Illinois USA 
230 Littelfuse, Inc. Chicago 40 Illinois USA 
230 Littelfuse, Inc. Chicago 40 Illinois USA 
230 Littelfuse, Inc. Chicago 40 Illinois USA 
230 Littelfuse, Inc. Chicago 40 Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
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230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. Des Plaines Illinois USA 
230 Littelfuse, Inc. 1987 Des Plaines Illinois USA 
230 Littelfuse, Inc. 1989 Des Plaines Illinois USA 
230 Littelfuse, Inc. 1994 Des Plaines Illinois USA 
230 Littelfuse, Inc. 1995 Des Plaines Illinois USA 
230 Littelfuse Incorporated 1996 Des Plaines Illinois USA 
230 Littelfuse, Inc. 2001 Des Plaines Illinois USA 
231 Machlett Laboratories, Inc. Norwalk Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc. Springdale Connecticut USA 
231 Machlett Laboratories, Inc., Sub. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Inc., Sub. of Raytheon Co. Springdale Connecticut USA 
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231 Machlett Laboratories, Inc., Sub. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Inc., Sub. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Laboratories, Div. of Raytheon Co. Springdale Connecticut USA 
231 Machlett Labs., Div. of Raytheon Co. Stamford Connecticut USA 
231 Machlett Labs., Div. of Raytheon Co. Stamford Connecticut USA 
231 Machlett Labs., Div. of Raytheon Co. Stamford Connecticut USA 
231 Machlett Labs., Div. of Raytheon Co. 1987 Stamford Connecticut USA 
231 Machlett Labs., Div. of Raytheon Co. 1989 Stamford Connecticut USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne 4 Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 


232 The Magnavox Company Fort Wayne Indiana USA 
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232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Fort Wayne Indiana USA 
232 The Magnavox Company Knoxville Tennessee USA 
232 North American Philips, Consumer Electronics Corp. 1987 Knoxville Tennessee USA 
232 Philips Consumer Electronics Co., Div of North American Philips Corp. 1989 Knoxville Tennessee USA 
232 Philips Consumer Electronics Co., Div of North American Philips Corp. 1994 Knoxville Tennessee USA 
232 Philips Consumer Electronics Co., Div of North American Philips Corp. 1995 Knoxville Tennessee USA 
232 Philips 1996 Fort Wayne Indiana USA 
232 Hughes Defense Communications 1997 Ft. Wayne Illinois USA 
232 Hughes Defense Communication 2001 2131 Bueter Road Fort Wayne Indiana USA 
233 Maguire Industries Incorporated Greenwich Connecticut USA 
233 Maguire Industries Incorporated Greenwich Connecticut USA 
233 Bliley Electric Company 1994 Erie Pennsylvania USA 
233 Bliley Electric Company 1995 Erie Pennsylvania USA 
233 Bliley Electric Co. 1996 Erie Pennsylvania USA 
233 Bliley Electric Company 1997 Erie Philadelphia USA 
233 Bliley Electric Company 1998 Erie Philadelphia USA 
233 Bliley Electric Company 2001 2545 West Grandview Bh Erie Pennsylvania USA 
234 Majestic Radio & Television Corporation Chicago 32 Illinois USA 
234 Majestic Radio & Television Corporation Chicago 32 Illinois USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6. Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 8 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis 6 Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
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235 P. R. Mallory & Co., Inc. 1 Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. 1 Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P.R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 P. R. Mallory & Co., Inc. Indianapolis Indiana USA 
235 Mallory Components Group/Emhart Industries, Inc. 1987 Indianapolis Indiana USA 
235 Mallory Components Group/Emhart Industries, Inc. ie 1989 Indianapolis Indiana USA 
235 North American Capacitor Co. (Mallory Products) 1994 Indian polis Indiana USA 
235 North American Capacitor Co. (Mallory Products) 1995 Indianapolis Indiana USA 
235 North American Capacitor Co. 1997 Indianapolis Illinois USA 
235 North American Capacitor Co. 1998 Indianapolis Illinois USA 
235 North American Capacitor Co. 1999 7545 Rockville Road Indianapolis Indiana USA 
235 North American Capacitor Co. 2001 7545 Rockville Road Indianapolis Indiana USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton. New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Corp. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
236 Measurements Div., McGraw-Edison Co. Boonton New Jersey USA 
237 John Meck Industries, Inc. Plymouth Indiana USA 
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237 John Meek Industries, Inc. Plymouth Indiana USA 
237 John Meek Industries, Inc. Plymouth Indiana USA 
237 John Meek Industries, Inc. Plymouth Indiana USA 
237 Gowanda Electronics Corp. 1987 Gowanda New York USA 
237 Gowanda Electronics Corp. iz 1989 Gowanda New York USA 
237 Gowanda Electronics Corp. 1994 Gowanda New York USA 
237 Gowanda Electronics Corp. 1995 Gowanda New York USA 
237 Gowanda Electronics Corporation 1996 Gowanda New York USA 
237 Gowanda Electronics Corporation 1997 Gowanda New York USA 
237 Gowanda Electronics Corporation 1998 Gowanda New York USA 
237 Gowanda Electronics Corporation 1999 No. 1 Industrial Place, PC Gowanda New York USA 
237 Gowanda Electronics Corp. 2001 1 Industrial Place, PO Bo» Gowanda New York USA 
238 Meissner Manufacturing Division, Maguire Industries, Inc. Mt. Carme! Illinois USA 
238 Meissner Manufacturing Division, Maguire Industries, Inc. Mt. Carme! Illinois USA 
238 Meissner Manufacturing Division, Maguire Industries, Inc. Mt. Carme! Illinois USA 
238 Meissner Manufacturing Division, Maguire Industries, Inc. Mt. Carme! Illinois USA 
238 Thordarson-Meissner Manufacturing Division, Maguire Industries, Inc. Chicago 10 Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Caramel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carmel Illinois USA 
238 Thordarson-Meissner Mt. Carme' Illinois USA 
238 Thordarson-Meissner 1987 Mt. Carmel Illinois USA 
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238 Thordarson-Meissner 1989 Mt. Carmel Illinois USA 
238 Thordarson-Meissner 1994 MT Carmel Illinois USA 
238 Thordarson-Meissner 1995 MT Carmel Illinois USA 
238 Thordarson-Meissner 1996 Mt. Carmel Illinois USA 
238 Thordarson Meissner, Inc. 1997 Mt. Carmel Illinois USA 
238 Thordarson Meissner, Inc. 1998 Mt. Carmel Illinois USA 
238 TRC Manufacturing Inc/Thordarson Meissner 1999 150 Cassia Way Building Henderson Nevada USA 
238 Thordarson Meissner 2001 628 Belmont Street Mt. Camel Illinois USA 
239 Merit Coil and Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil and Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil and Transformer Corp. Chicago 40 Illinois USA 
239 Merit Transformer Corp. Chicago 40 Illinois USA 
239 Merit Transformer Corp. Chicago 40 Illinois USA 
239 Merit Transformer Corp. Chicago 40. Illinois USA 
239 Merit Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil & Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil & Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil & Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil & Transformer Corp. Chicago 40 Illinois USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. Hollywood Florida USA 
239 Merit Coil & Transformer Corp. | Hollywood Florida USA 
239 Staco Transpower, Division of Components Corp. of America, Inc. 1987 Mt. Carmel Illinois USA 
239 Staco Transpower, Division of Components Corp. of America, Inc. 1989 Mt. Carmel Illinois USA 
239 Staco Transpower, Division of Components Corp. of America, Inc. 1994 Mt. Carmel Illinois USA 
239 Staco Transpower, Division of Components Corp. of America, Inc. 1995 Mt Carmel Illinois USA 
239 Staco Transpower, Div. of Thordarson Meissner, Inc. 1996 Mt. Carmel Illinois USA 
239 Staco Transpower 2001 610 West 6th Street Mt. Carmel Illinois USA 
240 Micamold Radio Corporation Brooklyn 6 New York USA 
240 Micamold Radio Corporation Brooklyn 6 New York USA 
240 Micamold Radio Corporation Brooklyn 6 New York USA 
240 Micamold Radio Corporation Brooklyn 6 New York USA 


240 Micamold Radio Corporation Brooklyn 37 New York USA 
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240 Micamold Radio Corporation Brooklyn 37 New York USA 
240 Micamold Radio Corporation Brooklyn 37 New York USA 
240 Micamold Radio Corporation Brooklyn 37 New York USA 
240 Micamold Electronics Manufacturing Corp. Brooklyn 37 New York USA 
240 Micamold Electronics Manufacturing Corp., Sub. General Instrument Corp. Brooklyn 37 New York USA 
240 Micamold Electronics Manufacturing Corp., Sub. General Instrument Corp. Brooklyn 37 New York USA 
240 Micamold Electronics Manufacturing Corp., Sub. General Instrument Corp. Brooklyn 37 New York USA 
240 Micamold Electronics Manufacturing Corp., Sub. General Instrument Corp. Newark 4 New Jersey USA 
240 Micamold Electronics Manufacturing Corp., Sub. General Instrument Corp. Newark 4 New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark 4 New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark 4 New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Div., General Instrument Corp. Newark New Jersey USA 
240 Capacitor Group, General Instrument Corp. Newark New Jersey USA 
240 Capacitor Group, General Instrument Corp. Newark New Jersey USA 
240 Capacitor Group, General Instrument Corp. Newark New Jersey USA 
240 Capacitor Group, General Instrument Corp. Newark New Jersey USA 
240 Capacitor Group, General Instrument Corp. Newark New Jersey USA 
241 Micro Switch Division, First Industrial Corporation Freeport Illinois USA 
241 Micro Switch Division, First Industrial Corporation Freeport Illinois USA 
241 Micro Switch Division, First Industrial Corporation Freeport Illinois USA 
241 Nationwide Electronic Systems, Inc. Itasca Illinois USA 
241 Nationwide Electronic Systems, Inc. Itasca Illinois USA 
241 Nationwide Electronic Systems, Inc. Itasca Illinois USA 
241 Nationwide Electronic Systems, Inc. Streamwood Illinois USA 
241 Nationwide Electronic Systems, Inc. Streamwood Illinois USA 
241 Nationwide Electronic Systems, Inc. Streamwood Illinois USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
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242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden 48 Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 James Millen Manufacturing Co., Inc. Malden Massachusetts USA 
242 Apple Computer Fremont California USA 
243 Minerva Corporation of America New York 7 New York USA 
243 Minerva Corporation of America New York 7 New York USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. Chicago Illinois USA 
243 Gardiner Solder Co. 1987 Chicago Illinois USA 
243 Gardiner Solder Co. 1989 | Chicago Illinois USA 
243 Gardiner Solder Co. 1996 Chicago Illinois USA 
243 Gardiner Solder Co. 2001 4820 South Campbell Ave Chicago Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company. Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5. Illinois USA 
244 The Muter Company Chicago 51 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
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244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago 5 Illinois USA 
244 The Muter Company Chicago Illinois USA 
244 The Muter Company Chicago Illinois USA 
244 The Muter Company Chicago Illinois USA 
244 Muter Division, The Muter Co. Chicago Illinois USA 
244 Muter Division, The Muter Co. Chicago Illinois USA 
244 Muter Division, The Muter Co. Chicago Illinois USA 
244 Muter Division, The Muter Co. Chicago Illinois USA 
244 PEMCOR,, Inc. Chicago Illinois USA 
244 PEMCOR,, Inc. Chicago Illinois USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 National Company, Inc. Malden 48 Massachusetts USA 
245 Mitsubishi Electronics America, Inc., Electronics Devices Group Sunnyvale California USA 
245 Mitsubishi Electronics America, Inc., Electronics Devices Group Sunnyvale California USA 
245 Mitsubishi Electronics America, Inc. Sunnyvale California USA 
245 Mitsubishi Electronics America, Inc. 1050 E. Arquest Avenue Sunnyvale California USA 
246 National Fabricated Products Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47. Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Inc. Chicago 47 Illinois USA 
246 National Fabricated Products, Div. of Hoffman Electronics Corp. Chicago 47 Illinois USA 
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246 National Fabricated Products, Div. of Hoffman Electronics Corp. Chicago 47 Illinois USA 
246 National Fabricated Products, Div. of Hoffman Electronics Corp. Chicago 47 Illinois USA 
247 National Union Radio Corporation Newark 2 New Jersey USA 
247 National Union Radio Corporation Orange New Jersey USA 
247 National Union Radio Corporation Orange New Jersey USA 
247 National Union Radio Corporation Orange New Jersey USA 
247 National Union Radio Corporation Orange New Jersey USA 
247 National Union Radio Corporation Orange New Jersey USA 
247 National Union Radio Corporation Hatboro Pennsylvania USA 
247 THD, Ltd. 1994 Seattle Washington USA 
247 THD, Ltd. 1995 Seattle Washington USA 
247 THD, Ltd. 1996 Seattle WA USA 
247 THD Electronics, Ltd. 2001 4816 15th Ave. N.W. Seattle Washington USA 
248 Noblitt-Sparks Industries, Inc. Columbus Indiana USA 
248 Noblitt-Sparks Industries, Inc. Columbus Indiana USA 
248 Noblitt-Sparks Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
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248 Arvin Industries, Inc. Columbus Indiana USA 
248 Arvin Industries, Inc. | 1987 Columbus Indiana USA 
248 Arvin Industries, Inc. Columbus Indiana USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Chicago 10 Illinois USA 
249 Oak Manufacturing Co. Crystal Lake Illinois USA 
249 Oak Manufacturing Co. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 Oak Manufacturing Co., Div. of Oak Electro/Netics Corp. Crystal Lake Illinois USA 
249 OAK Industries, Inc., Switch Div. Crystal Lake Illinois USA 
249 OAK Industries, Inc., Switch Div. Crystal Lake Illinois USA 
249 OAK Industries, Inc., Switch Div. Crystal Lake Illinois USA 
249 OAK Industries, Inc., Switch Div. Crystal Lake Illinois USA 
249 OAK Switch Systems, Inc. Crystal Lake Illinois USA 
249 OAK Switch Systems, Inc. 1989 Crystal Lake Illinois USA 
249 Oak Grigsby, Inc. 1994 Sugar Grove Illinois USA 
249 Oak Grigsby, Inc. 1995 Sugar Grove Illinois USA 
249 Oak Industries, Inc. 1996 Crystal Lake Illinois USA 
249 Oak Industries,|nc. 2001 Crystal Lake Illinois USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company. Cleveland 11 Ohio USA 
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250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland II Ohio USA 
250 The Ohio Carbon Company Cleveland 11 Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
250 The Ohio Carbon Company Cleveland Ohio USA 
251 Ohmite Manufacturing Company Chicago 44 Illinois USA 
251 Ohmite Manufacturing Company Chicago 44 Illinois USA 
251 Ohmite Manufacturing Company Chicago 44 Illinois USA 
251 Ohmite Manufacturing Company Chicago 44 Illinois USA 
251 Ohmite Manufacturing Company Chicago 44 Illinois USA 
251 Ohmite Manufacturing Company. Chicago 44t Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
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251 Ohmite Manufacturing Company | Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company Skokie Illinois USA 
251 Ohmite Manufacturing Company 1987 Skokie Illinois USA 
251 Ohmite Manufacturing Company | 1989 | Skokie Illinois USA 
251 Ohmite Manufacturing Company 1997 Skokie Illinois USA 
251 Ohmite Manufacturing Company 1998 Skokie Illinois USA 
251 Ohmite Manufacturing Co., Inc. 1999 3601 Howard Street Skokie Illinois USA 
252 Operadio Manufacturing Co. St.Charles Illinois USA 
252 Operadio Manufacturing Co. St. Charles Illinois USA 
252 Operadio Manufacturing Co. St. Charles Illinois USA 
252 Operadio Manufacturing Co. St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
252 DuKane Corporation St. Charles Illinois USA 
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252 DuKane Corporation 1987 St. Charles Illinois USA 
252 DuKane Corporation 1989 St. Charles Illinois USA 
252 DuKane Corporation 1994 St. Charles Illinois USA 
252 DuKane Corporation 1995 St Charles Illinois USA 
252 Dukane Corp. 1996 St. Charles Illinois USA 
252 DuKane Corporation 2001 St. Charles Illinois USA 
253 Oxford-Tartak Radio Corporation Chicago 15 Illinois USA 
253 Oxford-Tartak Radio Corporation Chicago 15 Illinois USA 
253 Linear Technology Corp. 1994 Milpitas California USA 
253 Linear Technology Corp. 1995 Milpitas California USA 
253 Linear Technology Corp. 1996 Milpitas California USA 
253 Linear Technology Corporation 1997 Milpitas California USA 
253 Linear Technology Corporation 1998 Milpitas California USA 
253 Linear Technology Corporation 1999 1630 McCarthy Blvd Milpitas California USA 
253 Linear Technology Corp. 2001 1630 McCarthy Blvd. Milpitas California USA 
254 Packard-Bell Company Los Angeles 15 California USA 
254 Packard-Bell Company Los Angeles 5 California USA 
254 Packard-Bell Company Los Angeles 5 California USA 
254 Packard-Bell Company Los Angeles 64 California USA 
254 Packard-Bell Company Los Angeles 64 California USA 
254 Packard-Bell Company Los Angeles 64. California USA 
254 Packard-Bell Company Los Angeles 64 California USA 
254 Packard-Bell Company Los Angeles 64 California USA 
254 Packard-Bell Company Los Angeles 64 California USA 
254 Packard-Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard-Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles 64 California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Packard Bell Electronics Corp. Los Angeles California USA 
254 Teledyne Packard Bell Los Angeles California USA 
254 Teledyne Packard Bell Los Angeles California USA 
254 Teledyne Packard Bell Los Angeles California USA 
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255 Packard Manufacturing Corp. Indianapolis 7 Indiana USA 
255 Packard Manufacturing Corp. Indianapolis 7 Indiana USA 
256 Panelyte Division, St. Regis Paper Co. New York 17 New York USA 
256 Panelyte Division, St. Regis Paper Co. New York 17 New York USA 
256 Panelyte Division, St. Regis Paper Co. New York 17 New York USA 
256 Lansdale Microelectronics, Inc. Colmar Pennsylvania USA 
256 Lansdale Microelectronics, Inc. Colmar Pennsylvania USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9. Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
257 Parisian Novelty Company Chicago 9 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation. Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Permoflux Corporation Chicago 39 Illinois USA 
258 Spectrum Control, Inc. Fairview Pennsylvania USA 
258 Spectrum Control, Inc. Fairview Pennsylvania USA 
258 Spectrum Control, Inc. Fairview Pennsylvania USA 
258 Spectrum Control, Inc. Fairview Pennsylvania USA 
258 Spectrum Control, Inc. 1989 Fairview Pennsylvania USA 
258 Spectrum Control, Inc. 1994 Fairview Pennsylvania USA 
258 Spectrum Control, Inc. 1995 Fairview Pennsylvania USA 
258 Spectrum Control, Inc. 1996 Erie Pennsylvania USA 
258 Spectrum Control, Inc. 1997 Erie Philadelphia USA 
258 Spectrum Control, Inc. 2001 6000 W.Ridge Rd. Erie Pennsylvania USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
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259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
259 Permo, Inc. Chicago 26 Illinois USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation. Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia 34 Pennsylvania USA 
260 Philco Corporation Philadelphia Pennsylvania USA 
260 Philco Corporation Philadelphia Pennsylvania USA 
260 Philco Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
260 Philco-Ford Corporation Philadelphia Pennsylvania USA 
261 Philharmonic Radio Corporation New York 21 New York USA 
261 Philharmonic Radio Corporation New York 19 New York USA 
261 Philharmonic Radio Corporation New York 19 New York USA 
261 Philharmonic Radio Corporation New York 21 New York USA 
261 Imaging and Sensing Tech. Corp 1996 Horseheads New York USA 
262 Philmore Manufacturing Co. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
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262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3. New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. New York 3 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill 18 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill 18 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill 18 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill 18 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill 18 New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co.. Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Richmond Hill New York USA 
262 Philmore Manufacturing Co., Inc. Inwood New York USA 
262 Philmore Manufacturing Co., Inc. Inwood New York USA 
262 Philmore Manufacturing Co., Inc. Inwood New York USA 
262 Philmore Manufacturing Co., Inc. 1987 Inwood New York USA 
262 Philmore Manufacturing Co., Inc. 1989 | Inwood New York USA 
262 Philmore Manufacturing Co. 1994 Rockford Illinois USA 
262 Philmore Manufacturing Co. 1995 Rockford Illinois USA 
262 Philmore Manufacturing Company, Inc. 1996 Rockford Illinois USA 
262 Philmore Manufacturing Co. 2001 2240 15th Street Rockford Illinois USA 
263 Phonovision Corporation Chicago 22 Illinois USA 
263 Phonovision Corporation Chicago 22 Illinois USA 
263 Electronics & Nucleonics, Inc. New York 1 New York USA 
263 Space Magnetics, Inc. Ft. Lauderdale Florida USA 
263 Space Magnetics, Inc. Ft. Lauderdale Florida USA 
263 Space Magnetics, Inc. Ft. Lauderdale Florida USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation. Long Island City 1. New York USA 
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264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Long Island City 1 New York USA 
264 Pilot Radio Corporation Yonkers New York USA 
264 Pilot Radio Corporation Yonkers New York USA 
264 Pilot Radio Inc. Yonkers New York USA 
264 Pilot Radio Inc. Yonkers New York USA 
264 Pilot Radio-Television Corp. Yonkers New York USA 
265 Poray, Inc. Chicago 51 Illinois USA 
265 Poray, Inc. Chicago 51 Illinois USA 
265 Poray, Inc. Chicago 51 Illinois USA 
265 Poray, Inc. Chicago 51 Illinois USA 
265 Perma Power Electronics, Inc. Chicago Illinois USA 
265 Perma Power Electronics, Inc. Chicago Illinois USA 
265 Perma Power Electronics, Inc. 1987 Chicago Illinois USA 
265 Perma Power Electronics, Inc. Chicago Illinois USA 
266 Precision Specialties Los Angeles 4 California USA 
266 Precision Specialities Los Angeles 4 California USA 
266 Trusonic Audio Temple City California USA 
266 Trusonic Audio, Inc. Huntington Indiana USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
267 Premax Products Division, Chisholm-Ryder Co., Inc. Niagara Falls New York USA 
268 Press Wireless, Inc. New York 18 New York USA 
268 Press Wireless Manufacturing Corporation Long Island City New York USA 
268 Gould, Inc., Nicad Div. St. Paul Minnesota USA 
268 Gould, Inc., Nicad Div. St. Paul Minnesota USA 
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268 Gould, Inc., Nicad Div. St. Paul Minnesota USA 
268 Gould, Inc., Portable Battery Div. St. Paul Minnesota USA 
268 Gould, Inc., Portable Battery Div. St. Paul Minnesota USA 
268 Gould, Inc., Portable Battery Div. St. Paul Minnesota USA 
268 Gould, Inc., Portable Battery Div. 1987 St. Paul Minnesota USA 
268 Gould, Inc., Portable Battery Div. St. Paul Minnesota USA 
269 Quality Hardware and Machine Corp. Chicago 26 Illinois USA 
269 Quality Hardware and Machine Div., Continental United Industries Co., Inc. Chicago 26 Illinois USA 
269 Quality Hardware and Machine Div., Continental United Industries Co., Inc. Chicago 26 Illinois USA 
269 Quality Hardware and Machine Div., Continental Copper & Steel Industries, Inc. Chicago 26 Illinois USA 
269 Quality Hardware and Machine Corp. Chicago 28 Illinois USA 
269 Power Physics Corp. Eatontown New Jersey USA 
269 Power Physics Corp. Eatontown New Jersey USA 
269 Power Physics Corp. Eatontown New York USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 16 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago 37 Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
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270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company Chicago Illinois USA 
270 Quam-Nichols Company 1987 Chicago Illinois USA 
270 Quam-Nichols Company 1989 Chicago Illinois USA 
270 Quam-Nichols Company 1994 Chicago Illinois USA 
270 Quam-Nichols Company 1995 Chicago Illinois USA 
270 Quam-Nichols Company, Inc. 1996 Chicago Illinois USA 
270 Quam-Nichols Company 2001 234 E. Marquette Road Chicago Illinois USA 
271 Radell Corporation Indianapolis 5 Indiana USA 
271 Radell Corporation Indianapolis 5 Indiana USA 
271 Varo, Inc., Semiconductor Div. Garland Texas USA 
271 Varo, Inc., Semiconductor Div. Garland Texas USA 
271 Varo Semiconductor, Inc. Garland Texas USA 
271 Varo Semiconductor, Inc. Garland Texas USA 
271 Varo Semiconductor, Inc. Garland Texas USA 
271 Varo Semiconductor, Inc. Garland Texas USA 
271 Varo Quality Semiconductor, Inc. i 1987 ; Garland Texas USA 
271 Varo Quality Semiconductor, Inc. 1989 Garland Texas USA 
271 Varo Quality Semiconductor, Inc. 1994 Garland Texas USA 
271 Varo Quality Semiconductor, Inc. 1995 Garland Texas USA 
271 Varo-Quality Semiconductor 2001 PO Box 40676,1000 Nort Garland Texas USA 
272 Radex Corporation Chicago 22 Illinois USA 
272 Radex Corporation Chicago 22 Illinois USA 
272 Spectrum Electronics, Inc. Torrance California USA 
272 Spectrum Electronics, Inc. Torrance California USA 
273 Radio Condenser Company Camden New Jersey USA 
273 Radio Condenser Company Camden 4 New Jersey USA 
273 Radio Condenser Company Camden 4 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
273 Radio Condenser Company Camden 3 New Jersey USA 
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273 Radio Condenser Company/TRW Electronics | Camden 3 New Jersey USA 











273 Radio Condenser Company/TRW Electronics Camden New Jersey USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW Electronic Components Div. Des Plaines Illinois USA 
273 TRW, Consumer International Div. Wheeling Illinois USA 
273 TRW, Consumer International Div. Wheeling Illinois USA 
273 TRW, Consumer International Div. Wheeling Illinois USA 
273 TRW, Consumer International Div. 1987 Wheeling Illinois USA 
273 TRW / Power Electronics Products 1989 Marshall Illinois USA 
273 TRW / Power Electronics Products 1994 Marshall Illinois USA 
273 TRW / Power Electronics Products 1995 Marshall Illinois USA 
273 TRW/Power Electronics Products 1996 Schaumburg Illinois USA 
273 TRW / Power Electronics Products 2001 50 E. Commerce Drive, L Schaumburg Illinois USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 RCA Victor Division, Radio Corporation of America Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 Radio Corporation of America (RCA) Camden New Jersey USA 
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274 Radio Corporation of America (RCA) Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation Camden New Jersey USA 
274 RCA Corporation lia 1987 Camden New Jersey USA 
274 Harris/General Electric/RCA Semiconductors 1989 Somerville Pennsylvania USA 
274 Harris Semiconductor 1994 Melbourne Florida USA 
274 Harris Semiconductor 1995 Melbourne Florida USA 
274 Harris Semiconductor 1996 Mountaintop Pennsylvania USA 
274 Harris Semiconductor 1997 Melbourne Florida USA 
274 Harris Semiconductor 1998 Melbourne Florida USA 
274 Harris Corporation 1999 PO Box 883, MS 58/005 Melbourne Florida USA 
274 Harris Semiconductor 2001 Mountaintop Pennsylvania USA 
275 The Radio Craftsmen Chicago 5 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 5 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 5 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 16 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 16 Illinois USA 
275 The Radio Craftsmen. Inc. Chicago 16 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 40 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 40 Illinois USA 
275 The Radio Craftsmen, Inc. Chicago 40 Illinois USA 
275 Positronic Industries, Inc. 1989 Springfield Missouri USA 
275 Positronic Industries, Inc. 1994 Springfield Missouri USA 
275 Positronic Industries, Inc. 1995 Springfield Missouri USA 
275 Positronic Industries, Inc. 1996 Springfield Missouri USA 
275 Positronic Industries, Inc. 2001 PO Box 8247 Springfield Missouri USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City | New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
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276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City 1 New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City New York USA 
276 Radio Engineering Laboratories, Inc. Long Island City New York USA 
277 Radio Speakers, Inc. Chicago 16 Illinois USA 
277 Radio Speakers, Inc. (Emerson Radio and Phonograph Corp.) Chicago 16 Illinois USA 
277 Radio Speakers, Inc. (Emerson Radio and Phonograph Corp.) Chicago 16 Illinois USA 
277 Radio Speakers, Inc. Chicago 16 Illinois USA 
278 Radio and Television, Inc. New York New York USA 
278 Brunswick Radio, Division of Radio & Television, Inc. New York 16 New York USA 
278 Brunswick Radio, Division of Radio & Television, Inc. New York 16 New York USA 
278 Brunswick Radio, Division of Radio & Television, Inc. New York 16 New York USA 
278 Brunswick, Division of Radio & Television, Inc. New York 19 New York USA 
278 Brunswick, Division of Radio & Television, Inc. New York 19 New York USA 
278 Radio and Television, Inc. New York 19 New York USA 
279 The Radiotechnic Laboratory Evanston Illinois USA 
279 Pierce Wire Recorder Corporation Evanston Illinois USA 
279 Peirce Wire Recorder Corporation Chicago 31 Illinois USA 
279 Peirce Wire Recorder Corporation Chicago 31 Illinois USA 
279 Peirce Wire Recorder Corporation Chicago 31 Illinois USA 
280 Raytheon Manufacturing Co. Newton 58 Massachusetts USA 
280 Raytheon Manufacturing Co. Newton 58 Massachusetts USA 
280 Raytheon Manufacturing Co. Newton 58 Massachusetts USA 
280 Raytheon Manufacturing Co. Newton 58 Massachusetts USA 
280 Raytheon Manufacturing Co. Newton 58 Massachusetts USA 
280 Raytheon Manufacturing Co. Newton 58. Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54. Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54 Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54 Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54 Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54 Massachusetts USA 
280 Raytheon Manufacturing Co. Waltham 54 Massachusetts USA 
280 Raytheon Company Waltham 54 Massachusetts USA 
280 Raytheon Company Waltham 54 Massachusetts USA 
280 Raytheon Company Lexington 73 Massachusetts USA 
280 Raytheon Company Lexington 73 Massachusetts USA 
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280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Company Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. 1987 Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. 1989 Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. 1994 Lexington Massachusetts USA 
280 Raytheon Manufacturing Co. 1995 Lexington Massachusetts USA 
280 Raytheon Manufacturing Company 1996 Lexington Massachusetts USA 
280 Raytheon Company 1997 Mountain View California USA 
280 Raytheon Manufacturing Co. 2001 55 Chapel Street Lexington Massachusetts USA 
281 Rea Magnet Wire Company. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Rea Magnet Wire Company, Inc. Fort Wayne 4 Indiana USA 
281 Gilbert Engineering Co., Inc. 1987 Glendale Arizona USA 
281 Gilbert Engineering Co., Inc. Glendale Arizona USA 
282 Rek-O-Kut Company New York 18 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
282 Rek-O-Kut Company Long Island City 1 New York USA 
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282 Universal Fiber Optics, Inc. Salem Virginia USA 
283 Remington Rand, Inc. Middletown Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
283 Remington Rand, Inc. South Norwalk Connecticut USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company, Ltd. San Francisco 10 California USA 
284 Remler Company San Francisco 10 California USA 
284 Remler Company San Francisco 10 California USA 
284 Remler Company San Francisco 10 California USA 
284 Remler Company San Francisco 10 California USA 
284 Pilot Radio Corporation Long Island City 1 New York USA 
285 The Rola Company, Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14. Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland 14 Ohio USA 
285 The Rola Company, Inc., Div. of The Muter Company Cleveland Ohio USA 
285 The Rola Div., The Muter Company Cleveland Ohio USA 
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285 The Rola Div., The Muter Company Cleveland Ohio USA 
285 The Rola Div., The Muter Company Cleveland Ohio USA 
285 The Rola Div., The Muter Company Cleveland Ohio USA 
285 The Rola Div., The Muter Company Cleveland Ohio USA 
285 The Rola Div., The Muter Company Cleveland Ohio USA 
285 Rola-Jensen Div., PEMCOR, Inc. Cleveland Ohio USA 
285 Rola-Jensen Div., PEMCOR, Inc. Cleveland Ohio USA 
286 The Ross Manufacturing Company Chicago 16 Illinois USA 
286 The Ross Manufacturing Company Chicago 16 Illinois USA 
286 The Ross Manufacturing Company Chicago 16 Illinois USA 
286 The Ross Manufacturing Company Burlington lowa USA 
286 The Ross Manufacturing Company Burlington lowa USA 
286 The Ross Manufacturing Company Burlington lowa USA 
286 The Ross Manufacturing Company Burlington lowa USA 
286 The Ross Manufacturing Company Chicago 40 Illinois USA 
286 The Ross Manufacturing Company Chicago 40 Illinois USA 
286 The Ross Manufacturing Company Chicago 40 Illinois USA 
286 The Ross Manufacturing Company Chicago 45 Illinois USA 
286 The Ross Manufacturing Company Chicago 45 Illinois USA 
286 Advance Ross Electronics Corp. Chicago 45 Illinois USA 
286 Advance Ross Electronics Corp. Chicago 45 Illinois USA 
286 Advance Ross Electronics Corp. Chicago 45 Illinois USA 
286 Advance Ross Electronics Corp. Chicago 45 Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
286 Advance Ross Electronics Corp. Chicago Illinois USA 
287 Walter L. Schott Company Beverly Hills California USA 
287 Walter L. Schott Company Beverly Hills California USA 
287 Walter L. Schott Company Beverly Hills California USA 
287 Walter L. Schott Company Beverly Hills California USA 
287 Walter L. Schott Company Los Angeles 18 California USA 
287 Walter L. Schott Company Los Angeles 18 California USA 
287 Walter L. Schott Company Los Angeles 18 California USA 
287 Walter L. Schott Company Los Angeles 18 California USA 
287 Walsco Electronics Corp. Los Angeles 16 California USA 
287 Walsco Electronics Corp. Los Angeles 16 California USA 
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287 Flexus Electronics 1994 Kanata Ontario Canada 
287 Flexus Electronics 1995 Kanata Ontario Canada 
287 Flexus Electronics 1996 Ontario Canada 
287 Flexus Electronics 1997 Ontario Canada 
287 Flexus Electronics 2001 200 Terence Matthews Ci Kanata Ontario Canada 
288 Screenmakers New York 7 New York USA 
288 Screenmakers, Inc. New York 7 New York USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
289 J. P. Seeburg Corporation Chicago 22 Illinois USA 
290 Selenium Corporation of America Log Angeles 15 California USA 
290 Selenium Corporation of America Los Angeles 15 California USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Corporation Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Evanston Illinois USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
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291 Sentinel Radio Company, Sub. Magnavox Company I Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Sentinel Radio Company, Sub. Magnavox Company Fort Wayne Indiana USA 
291 Vicon Industries Inc. This entry on the 1995 list has no address USA 
291 Vicon Ind. Inc. Melville New York USA 
292 Sheridan Electronics Corporation Chicago 16 Illinois USA 
292 Sheridan Electronics Corporation Chicago 16 Illinois USA 
293 Sherron Electronics Company Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company, Div. of Sherron Metallic Corp. Brooklyn 6 New York USA 
293 Sherron Electronics Company Brooklyn 6 New York USA 
293 Sherron Electronics Company Brooklyn 37 New York USA 
293 Sherron Electronics Company Brooklyn 37 New York USA 
293 Sherron Electronics Company Brooklyn 37 New York USA 
293 Sherron Electronics Company Brooklyn 37 New York USA 
293 Sherron Electronics Company Brooklyn 37 New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Electronics Company Brooklyn New York USA 
293 Sherron Metallic Corp. Brooklyn New York USA 
294 The F. W. Sickles Co. Chicopee Massachusetts USA 
294 The F. W. Sickles Co., Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 The F. W. Sickles Co., Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 The F. W. Sickles Co., Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, Sub. of General Instrument Corp. Chicopee Massachusetts USA 
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294 F. W. Sickles Division, Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, Sub. of General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. Chicopee Massachusetts USA 
294 F. W. Sickles Division, General Instrument Corp. El Paso Texas USA 
294 Sickles Division, General Instrument Corp. El Paso Texas USA 
295 Mark Simpson Manufacturing Co. New York 14 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Mark Simpson Manufacturing Co., Inc. Long Island City 3 New York USA 
295 Coiltronics, Inc. Pompano Beach Florida USA 
295 Coiltronics, Inc. Pompano Beach Florida USA 
295 Coiltronics, Inc. Pompano Beach Florida USA 
295 Coiltronics, Inc. Pompano Beach Florida USA 
295 Coiltronics, Inc. Pompano Beach Florida USA 
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295 Coiltronics, Inc. 2001 984 SW 13th Court Pompano Beach Florida USA 
296 Solar Manufacturing Corporation New York 17 New York USA 
296 Solar Manufacturing Corporation North Bergen New Jersey USA 
296 Solar Manufacturing Corporation North Bergen New Jersey USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58. California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles 58 California USA 
296 Solar Manufacturing Corporation Los Angeles California USA 
296 Solar Manufacturing Corporation Los Angeles California USA 
296 Solar Manufacturing Corporation Los Angeles California USA 
296 Solar Manufacturing Corporation Los Angeles California USA 
296 Solar Manufacturing Corporation Los Angeles California USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
297 Sonora Radio & Television Corp. Chicago 12 Illinois USA 
298 Sound, Inc. Chicago 16 Illinois USA 
298 Sound, Inc. Chicago 16 Illinois USA 
298 Sound, Inc. Chicago 16 Illinois USA 
298 Sound, Inc. Chicago 16 Illinois USA 
299 The Sparks-Withington Company Jackson Michigan USA 
299 The Sparks-Withington Company Jackson Michigan USA 
299 The Sparks-Withington Company Jackson Michigan USA 
299 The Sparks-Withington Company Jackson Michigan USA 
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299 Sparton Radio-Television Division, The Sparks Withington Company Jackson Michigan USA 
299 Sparton Radio-Television Division, The Sparks Withington Company Jackson Michigan USA 
299 Sparton Radio-Television Division, The Sparks Withington Company Jackson Michigan USA 
299 Sparton Radio-Television Division, The Sparks Withington Company Jackson Michigan USA 
299 Sparton Electronics Division, The Sparks-Withington Company Jackson Michigan USA 
299 Sparton Electronics Division, The Sparks-Withington Company Jackson Michigan USA 
299 Sparton Electronics Division, The Sparks-Withington Company Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
299 Sparton Electronics, Division of Sparton Corporation Jackson Michigan USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys. Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Corporation Saint Marys Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Speer Resistor Division, Speer Carbon Company Bradford Pennsylvania USA 
300 Airco Speer Electronic Components, Bradford Plant Bradford Pennsylvania USA 
300 Airco Speer Electronic Components, Bradford Plant Bradford Pennsylvania USA 
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300 Airco Speer Electronic Components, Bradford Plant Bradford Pennsylvania USA 
300 Airco Speer Electronic Components, Bradford Plant Bradford Pennsylvania USA 
300 Airco Speer Electronic Components, Bradford Plant Bradford Pennsylvania USA 
300 Airco Electronics, Resistor Plant Bradford Pennsylvania USA 
300 Airco Electronics, Resistor Plant Bradford Pennsylvania USA 
300 Airco Electronics, Resistor Plant Bradford Pennsylvania USA 
300 Airco Electronics, Resistor Plant 1987 Bradford Pennsylvania USA 
300 KOA Speer Electronics, Resistor Plant 1989 Bradford Pennsylvania USA 
300 KOA Speer Electronics, Resistor Plant 1994 Bradford Pennsylvania USA 
300 KOA Speer Electronics, Resistor Plant 1995 Bradford Pennsylvania USA 
300 KOA Speer Electronics, Inc. 1996 Bradford Pennsylvania USA 
300 KOA Speer Electronics, Inc., Resistor Plant 2001 Foster Brook Road Bradford Pennsylvania USA 
301 Sperry Gyroscope Co. Great Neck, Long Island New York USA 
301 Sperry Gyroscope Co., Div. of the Sperry Corp. Great Neck, Long Island New York USA 
301 Sperry Gyroscope Co., Div. of the Sperry Corp. Great Neck, Long Island New York USA 
301 Sperry Gyroscope Co., Div. of the Sperry Co. Great Neck, Long Island New York USA 
302 Sperti, Inc. Norwood 12, Cincinnati. Ohio USA 
302 Sperti, Inc. Norwood 12, Cincinnati Ohio USA 
302 Sperti Faraday, Inc. Cincinnati 2 Ohio USA 
302 Sperti Faraday, Inc. Cincinnati 2 Ohio USA 
302 Sperti Faraday, Inc. Cincinnati 2 Ohio USA 
302 Sperti Faraday, Inc. Cincinnati 2 Ohio USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
303 Sprague Electric Company North Adams Massachusetts USA 
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304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3. Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Mary's 3 Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pa. USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Carbon Company St. Marys Pennsylvania USA 
304 Stackpole Electronics, Inc. Raleigh New Carolina USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Chicago 39 Illinois USA 
305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
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305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
305 Standard Coil Products Co., Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Kollsman Inc. Melrose Park Illinois USA 
305 Standard Kollsman Inc. Melrose Park Illinois USA 
305 Standard Kollsman, Inc. Melrose Park Illinois USA 
305 Standard Components, Div. of Standard Kollsman Industries, Inc. Melrose Park Illinois USA 
305 Standard Components, Div. of Stancomp, Inc. Elk Grove Village Illinois USA 
305 Standard Components, Div. of Stancomp, Inc. Elk Grove Village Illinois USA 
305 Standard Components, Div. of Stancomp, Inc. Elk Grove Village Illinois USA 
305 Standard Components, Div. of Stancomp, Inc. Elk Grove Village Illinois USA 
305 NSC Electronics Elk Grove Village Illinois USA 
306 Standard Transformer Corporation Chicago 22 Illinois USA 
306 Standard Transformer Corporation Chicago 18 Illinois USA 
306 Standard Transformer Corporation Chicago 18 Illinois USA 
306 Standard Transformer Corporation Chicago 18 Illinois USA 
306 Standard Transformer Corporation Chicago 18 Illinois USA 
306 Standard Transformer Corporation Chicago 18 Illinois USA 
306 Chicago Standard Transformer Corporation (Standard Division) Chicago 18. Illinois USA 
306 Chicago Standard Transformer Corporation (Standard Division) Chicago 18 Illinois USA 
306 Industrial Devices, Inc. Hackensack New Jersey USA 
307 Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Electric, Div. of Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Electric, Div. of Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Electric, Div. of Stewart-Warner Corporation Chicago 14 Illinois USA 
307 Stewart-Warner Electric, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
307 Stewart-Warner Electric, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
307 Stewart-Warner Electronics, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
307 Stewart-Warner Electronics, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
307 Stewart-Warner Electronics, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
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307 Stewart-Warner Electronics, Div. of Stewart-Warner Corporation Chicago 51 Illinois USA 
308 Stupakoff Ceramic & Manufacturing Co. Latrobe Pennsylvania USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company Rochester 3 New York USA 
308 Stromberg-Carlson Company, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 Stromberg-Carlson Company, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 Stromberg-Carlson Company, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 Stromberg-Carlson, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 Stromberg-Carlson, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 Stromberg-Carlson, Div. of General Dynamics Corp. Rochester 3 New York USA 
308 General Dynamics/Telecommunications Rochester New York USA 
308 Stromberg-Carlson, Div. of General Dynamics Corp. Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson Rochester New York USA 
308 General Dynamics/Stromberg-Carlson | 1987 Rochester New York USA 
308 General Dynamics/Stromberg-Carlson 1989 Rochester New York USA 
308 General Dynamics/Stromberg-Carlson 1994 Rochester New York USA 
308 General Dynamics/Stromberg-Carlson 1995 Rochester New York USA 
308 General Dynamics Corp/Stromberg-Carlson 2001 Rochester New York USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
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309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 Stupakoff Ceramic & Mfg. Co. Latrobe Pennsylvania USA 
309 MicroTalk Technologies, Inc. 1995 Minnetonka Minnesota USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
310 Superior Tube Company Norristown Pennsylvania USA 
311 Supreme Instruments Corporation Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Supreme, Inc. Greenwood Mississippi USA 
311 Exima Computer Products Co., Ltd. Santa Clara California USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. Emporium Pennsylvania USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
312 Sylvania Electric Products, Inc. New York 19 New York USA 
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312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, Inc. New York New York USA 
312 Sylvania Electric Products, GT&E New York New York USA 
312 Sylvania Electric Products, GT&E New York New York USA 
312 Sylvania Electric Products, GT&E New York New York USA 
312 GTE Sylvania Electric Stamford Connecticut USA 
312 GTE Sylvania Electric Stamford Connecticut USA 
312 GTE Sylvania Electric Stamford Connecticut USA 











312 Philips ECG, Inc. 1987 Seneca Falls New York USA 
312 Philips ECG, Inc. 1989 Seneca Falls New York USA 
312 Philips ECG, Inc. 1994 Seneca Falls New York USA 
312 Philips ECG, Inc. 1995 Seneca Falls New York USA 
312 Philips ECG, Inc. 1996 Seneca Falls New York USA 
312 Philips Display Components 1997 Ann Arbor Michigan USA 
312 Philips Display Components Company 1999 700 N. Pratt St. Ottawa Ohio USA 
312 Philips ECG, Inc. 2001 Johnson Street Seneca Falls New York USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 Synthane Corporation Oaks Pennsylvania USA 
313 The Esse Company Chicago Illinois USA 
313 The Esse Company Chicago Illinois USA 
313 The Esse Company Chicago Illinois USA 
313 Esee Company Oak Lawn Illinois USA 
314 Syracuse Ornamental Co. Syracuse 2 New York USA 
314 Syracuse Ornamental Co., Inc. Syracuse 2 New York USA 
314 Syracuse Ornamental Co., Inc. Syracuse 2 New York USA 
314 Syracuse Ornamental Co., Inc. Syracuse 2 New York USA 
314 Syracuse Ornamental Co.., Inc. Syracuse 2 New York USA 
314 Lear Jet Stereo Tucson Arizona USA 
314 Anderson Electronics, Inc. Hollidaysburg Pennsylvania USA 
315 Technical Radio Company San Francisco 3 California USA 
315 Technical Radio Company San Francisco 3 California USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 











Code Company/Manufacturer Year Address City State Country 
315 Gum Ball Company 1994 Santa Clara California USA 
315 Gum Ball Company 1995 Santa Clara California USA 
315 Gum Ball Co. 1996 Santa Clara California USA 
316 Telicon Corporation New York 21 New York USA 
316 Telicon Corporation New York 21 New York USA 
317 Templetone Radio Mfg. Corp. New London Connecticut USA 
317 Templetone Radio Mfg. Corp. New London Connecticut USA 
317 Templetone Radio Mfg. Corp. New London Connecticut USA 
317 Templetone Radio Mfg. Corp. New London Connecticut USA 
317 Templetone Radio Mfg. Corp. New London Connecticut USA 
317 Cera-Mite, Inc. Grafton Wisconsin USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 5 Indiana USA 
318 Thomas & Skinner Steel Products Co Indianapolis 5 Indiana USA 
318 Thomas & Skinner Steel Products Co Indianapolis 5 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner Steel Products Co. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis 7 Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
318 Thomas & Skinner, Inc. Indianapolis Indiana USA 
319 Thordarson Electric Mfg., Div. Maguire Industries, Inc. Chicago 10 Illinois USA 
319 Thordarson Electric Mfg., Div. Maguire Industries, Inc. Chicago 10 Illinois USA 
320 Trav-Ler Karenola Radio and Television Corp. Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
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320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Radio Corporation Chicago 6 Illinois USA 
320 Trav-Ler Industries, Inc. Chicago 6 Illinois USA 
320 Trav-Ler Industries, Inc. Chicago Illinois USA 
320 International Video Products, Inc. Irving Texas USA 
320 International Video Products, Inc. Irving Texas USA 
320 International Video Products, Inc. Irving Texas USA 
320 International Video Products, Inc. 3575 N.Belt Line Rd. #35 Irving Texas USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
321 Triplett Electrical Instrument Co. Bluffton Ohio USA 
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321 Triplett Electrical Instrument Co. | Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. Bluffton Ohio USA 
321 Triplett Corp. 1987 Bluffton Oregon USA 
321 Triplett Corp. | 1989 | Bluffton Ohio USA 
321 Triplett Corp. 1994 Bluffton Ohio USA 
321 Triplett Corp. 1995 Bluffton Ohio USA 
321 Triplett Corporation 1996 Bluffton Ohio USA 
321 Triplett Corporation 1997 Bluffton Ohio USA 
321 Triplett Corp. 2001 College Avenue Bluffton Ohio USA 
322 Tung-Sol Lamp Works, Inc. Newark 4 New Jersey USA 
322 Tung-Sol Lamp Works, Inc. Newark 4 New Jersey USA 
322 Tung-Sol Lamp Works, Inc. Newark 4 New Jersey USA 
322 Tung-Sol Lamp Works, Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark 4 New Jersey USA 
322 Tung-Sol Electric Inc. Newark New Jersey USA 
322 Tung-Sol Electric Inc. Newark New Jersey USA 
322 Tung-Sol Electric Inc. Newark New Jersey USA 
322 Wagner Electric Corporation Newark New Jersey USA 
322 Wagner Electric Corporation Newark New Jersey USA 
322 Wagner Electric Corporation Newark New Jersey USA 
322 Wagner Electric Corporation Newark New Jersey USA 
322 Wagner Electric Corporation Newark New Jersey USA 
322 Wagner Electric Corporation Livingston New Jersey USA 
322 Wagner Electric Corporation Parsippany New Jersey USA 
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322 Wagner Electric Corporation Parsippany New Jersey USA 
322 Wagner Electric Corporation Parsippany New Jersey USA 
322 Wagner Division/Cooper Industries 1987 Parsippany New Jersey USA 
322 Wagner Division/Cooper Industries 1989 Parsippany New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 2 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark 4 New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
323 United Electronics Company Newark New Jersey USA 
324 United States Radium Corporation New York. New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation. New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation New York 7 New York USA 
324 United States Radium Corporation Morristown New Jersey USA 
324 United States Radium Corporation Morristown New Jersey USA 
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324 United States Radium Corporation Morristown New Jersey USA 
324 Wells-Gardner Electronics (The 2001 list has this entry as EIA Code 324 but it should be 334) 2001 2701 N.Kildare Ave Chicago Illinois USA 
325 United States Television Mfg. Corp. New York 11 New York USA 
325 United States Television Mfg. Corp. New York 23 New York USA 
325 United States Television Mfg. Corp. New York 23 New York USA 
325 United States Television Mfg. Corp. New York 23 New York USA 
325 Roederstein Electronics, Inc. Statesville North Carolina USA 
326 Universal Microphone Company Inglewood California USA 
326 Universal Microphone Company Inglewood California USA 
326 _ Wright Capacitors, Inc. 1989 Santa Ana California USA 
326 Wright Capacitors, Inc. 1994 Santa Ana California USA 
326 Wright Capacitors, Inc. 1995 Santa Ana California USA 
326 Wright Capacitors, Inc. 1996 Santa Ana California USA 
326 Wright Capacitors, Inc. 2001 3000 S. Orange Avenue Santa Ana California USA 
327 Universal Television System Kansas City 8 Missouri USA 
327 Universal Television System Kansas City 8 Missouri USA 
327 MagneTek Matamoros, Div of Magnetek, Inc. 1989 | Matamoros Mexico 
327 MagneTek Matamoros, Div of Magnetek, Inc. 1994 Matamoros Mexico 
327 MagneTek Matamoros, Div of Magnetek, Inc. 1995 Matamoros Mexico 
328 Utah Radio Products Company Chicago 10 Illinois USA 
328 Utah Radio Products Company Detroit 9 Michigan USA 
328 Utah Radio Products Company, Inc. Huntington Indiana USA 
328 Utah Radio Products Company, Inc. Huntington Indiana USA 
328 Utah Radio Products Company, Inc. Huntington Indiana USA 
328 Utah Radio Products Company, Inc. Huntington Indiana USA 
328 Utah Radio Products Corp. Huntington Indiana USA 
328 Utah Radio Products Corp. Huntington Indiana USA 
328 Utah Radio Products Corp. Huntington Indiana USA 
328 Utah Radio Products Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
328 Utah/American Corp. Huntington Indiana USA 
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328 Utah/American Corp., Division of Oxford Speaker Company Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford Speaker Company Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford Speaker Company 1987 Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford Speaker Company 1989 Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford International, Ltd. 1994 Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford International, Ltd. 1995 Chicago Illinois USA 
328 Utah Sound Products, Division of Oxford 1996 Huntington Indiana USA 
328 Utah Sound Products, Division of Oxford 2001 Huntington Indiana USA 
329 Viewtone Company New York New York USA 
329 Viewtone Television & Radio Corp. Brooklyn 1 New York USA 
329 Daburn Electronics & Cable Corp. Northvale New Jersey USA 
330 Wm. T. Wallace Mfg. Co. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co., Inc. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co., Inc. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co., Inc. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co., Inc. Peru Indiana USA 
330 Wm. T. Wallace Mfg. Co., Inc. Peru Indiana USA 
330 KWM Electronics, Inc. Ei Paso Texas USA 
330 KWM Electronics, Inc. El Paso Texas USA 
330 IMC Components Providence Rhode Island USA 
330 IMC Components, Inc. 1996 Providence Rhode Island USA 
331 The Ward Products Corporation Cleveland 8 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 3 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 3 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 3 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 3 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 3. Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 15 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 15 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 15 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 15 Ohio USA 
331 Ward Products Corporation, Division of the Gabriel Company Cleveland 15 Ohio USA 
331 Dainichi-Nippon Cables, Ltd. 1987 Tokyo Japan 
331 Mitsubishi Cable Industries, Ltd. 1989 Tokyo Japan 
331 Mitsubishi Cable Industries 1995 Tokyo Japan 
331 Mitsubishi Cable Industries, Ltd. 1996 Tokyo Japan 
331 Mitsubishi Cable Industries 2001 New Kokusai Bldg. 4-1 M 3-Chome Chiyoda Ku Japan 


332 Warwick Manufacturing Corporation 1946 Chicago 44 Illinois USA 
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332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 44 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 31 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 48 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 48 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 48 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 48 Illinois USA 
332 Warwick Manufacturing Corporation Chicago 48 Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
332 Warwick Electronics Inc. Chicago Illinois USA 
333 Watterson Radio Manufacturing Corp. Dallas 1 Texas USA 
333 Watterson Radio Manufacturing Corp. Dallas 1 Texas USA 
333 Foral Metal Products, Ltd. 1994 Nepean Ontario Canada 
333 Foral Metal Products, Ltd. 1995 Nepean Ontario Canada 
333 Foral Metal Products, Ltd. 1996 Nepean Ontario Canada 
333 Foral Metal Products, Ltd. 2001 155 Colonnade Road #11 Nepean Ontario Canada 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39. Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
334 Wells-Gardner & Co. Chicago 39 Illinois USA 
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334 Wells-Gardner & Co. | Chicago 39 Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago 39 Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago 39 Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago 39 Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Corporation Chicago Illinois USA 
334 Wells-Gardner Electronics Chicago Illinois USA 
334 Wells-Gardner Electronics Chicago Illinois USA 
334 Well-Gardner Electronics Chicago Illinois USA 
334 Wells-Gardner Electronics (The 2001 list has this entry as EIA Code 324 but it should be 334) 2001 2701 N.Kildare Ave Chicago Illinois USA 
335 Wm. H. Welsh Co. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago 16 Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
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335 Wm. H. Welsh Co., Inc. 1 Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. | Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Wm. H. Welsh Co., Inc. Chicago Illinois USA 
335 Banthrico, Inc./Wm. H. Welsh Division Highland Park Illinois USA 
335 Banthrico, Inc./Wm. H. Welsh Division Highland Park Illinois USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company, Inc. New York 5 New York USA 
336 Western Electric Company. Inc. New York 38 New York USA 
336 Western Electric Company, Inc. New York 38 New York USA 
336 Western Electric Company, Inc. New York New York USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
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337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore 3 Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
337 Westinghouse Electric Corp. 1987 Baltimore Maryland USA 
337 Westinghouse Electric Corp. Baltimore Maryland USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Electrical Instrument Corp. Newark 5 New Jersey USA 
338 Weston Instruments, Div. of Daystrom, Inc. Newark 12. New Jersey USA 
338 Weston Instruments, Div. of Daystrom, Inc. Newark 12 New Jersey USA 
338 Daystrom, Inc. Newark 12 New Jersey USA 
338 Daystrom, Inc. Newark 12 New Jersey USA 
338 Daystrom, Inc. Newark 12 New Jersey USA 
338 Weston Instruments & Electronics, Div. of Daystrom, Inc. Newark New Jersey USA 
338 Weston Instruments, Inc., Weston-Newark Newark New Jersey USA 
338 Weston Instruments, Inc. Newark New Jersey USA 
338 Weston Instruments, Inc. Newark New Jersey USA 
338 Weston Instruments, Inc. Newark New Jersey USA 
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339 Wilcox Electric Company, Inc. Kansas City 1 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 1 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 1 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 1 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 1 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City 27 Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City Missouri USA 
339 Wilcox Electric Company, Inc. Kansas City Missouri USA 
340 Wilcox-Gay Corporation Charlotte Michigan USA 
340 Wilcox-Gay Corporation Charlotte Michigan USA 
340 Wilcox-Gay Corporation Charlotte Michigan USA 
340 Wilcox-Gay Corporation Charlotte Michigan USA 
341 Winters & Crampton Corporation Grandville Michigan USA 
341 Winters & Crampton Corporation Grandville Michigan USA 
341 Kertron Inc. Riviera Beach Florida USA 
341 Kertron, Inc. Riviera Beach Florida USA 
341 Kertron, Inc. Riviera Beach Florida USA 
342 The Zell Company New York 12 New York USA 
342 The Zell Company New York 12 New York USA 
342 The Zell Company New York 12 New York USA 
342 The Zell Company New York 12 New York USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
342 The Zell Products Corp. Norwalk Connecticut USA 
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343, Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago 39 Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Radio Corporation Chicago Illinois USA 
343 Zenith Electronics Corp. Chicago Illinois USA 
343 Zenith Electronics Corp. 1987 Chicago Illinois USA 
343, Zenith Electronics Corp. | 1989 | Chicago Illinois USA 
343, Zenith Electronics Corp. 1994 Chicago Illinois USA 
343, Zenith Electronics Corp. 1995 Chicago Illinois USA 
343, Zenith Electronics Corporation 1996 Chicago Illinois USA 
343 Zenith Electronics Corp. 2001 6001 Dickens Ave. Chicago Illinois USA 
344 Argus, Inc. Ann Arbor Michigan USA 
344 Argus, Inc. Ann Arbor Michigan USA 
344 Argus, Inc. Ann Arbor Michigan USA 
344 Diamond Power Electronics Lancaster Ohio USA 
344 Diamond Power Electronics Lancaster Ohio USA 
344 Diamond Power Electronics Lancaster Ohio USA 
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345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
345 The Astatic Corporation Conneaut Ohio USA 
346 Madison Electrical Products Corp. Madison New Jersey USA 
346 Madison Electrical Products Corp. Madison New Jersey USA 
346 Monopanel Technologies, Inc. 1994 West Allis Wisconsin USA 
346 Monopanel Technologies, Inc. 1995 West Allis Wisconsin USA 
346 Monopanel Technologies, Inc. 1996 West Allis Wisconsin USA 
346 Monopanel Technologies, Inc. 1997 West Allis Wisconsin USA 
346 Monopanel Technologies, Inc. 2001 1535 S.101st Street West Allis Wisconsin USA 
347 Teletone Radio Company New York 19 New York USA 
347 Tele-Tone Radio Corporation New York 19 New York USA 
347 Tele-Tone Radio Corporation New York 19 New York USA 
347 Tele-Tone Radio Corporation New York 19 New York USA 
347 Tele-Tone Radio Corporation Elizabeth 2 New Jersey USA 
347 Amphenol/Interconnect Products 1994 Endicott New York USA 
347 Amphenol Interconnect Products 1995 Endicott New York USA 
347 Amphenol/Interconnect Products 1996 Endicott New York USA 
347 Amphenol/Interconnect Products 2001 20 Valley Street Endicott New York USA 
348 Rayenergy Radio & Television Corp. of America New York New York USA 
348 Rayenergy Radio & Television Corp. of America New York New York USA 
348 Semtech Corporation 1994 Newbury Park California USA 
348 Semtech Corporation 1995 Newbury Park California USA 
348 Semtech Corporation 1996 Newbury Park California USA 
348 Semtech Corporation 1997 Newbury Park California USA 
348 Semtech Corporation 2001 652 Mitchell Road Newbury Park California USA 
349 Franklin Photographic Industries Chicago 10 Illinois USA 
349 Franklin Photographic Industries Chicago 10 Illinois USA 
349 Poncher Industries, Inc. Cary Illinois USA 
349 Poncher Industries, Inc. Cary Illinois USA 
349 Poncher Industries, Inc. Cary Illinois USA 





349 Etched Media Corp. 1994 Campbell California USA 
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349 Etched Media Corp. 1996 Campbell California USA 
349 Etched Media Corp. 2001 101 Gilman Avenue Campbell California USA 
350 American Transformer Company Newark 5 New Jersey USA 
350 American Transformer Company Newark 5 New Jersey USA 
350 American Transformer Company Newark 5 New Jersey USA 
350 American Transformer Company Newark 5 New Jersey USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics Cincinnati Ohio USA 
350 Standex Electronics 2001 4538 Camberwell Road Cincinnati Ohio USA 
351 Symphonic Radio and Electronic Corp. Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp.. Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. Cambridge 42 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. Boston 14 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. Boston 14 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. Boston 14 Massachusetts USA 
351 Symphonic Radio and Electronic Corp. New Brunswick New Jersey USA 
351 Symphonic Radio and Electronic Corp. New Brunswick New Jersey USA 
351 Symphonic Electronic Corp. New Brunswick New Jersey USA 
351 Symphonic Electronic Corp. New Brunswick New Jersey USA 
351 Symphonic Electronic Corp. New York 19 New York USA 
351 Symphonic Electronic Corp. New York 19 New York USA 
351 Symphonic Electronic Corp. New York 19 New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. New York New York USA 
351 Symphonic Electronic Corp. Lowell Massachusetts USA 
351 Symphonic Electronic Corp. Lowell Massachusetts USA 
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351 Symphonic Electronic Corp. Lowell Massachusetts USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Division, Essex Wire Corporation Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company Easton Pennsylvania USA 
352 Magnetic Windings Company 1987 Easton Pennsylvania USA 
352 Magnetic Windings Company ie 1989 Easton Pennsylvania USA 
352 Magnetic Windings Company 1994 Easton Pennsylvania USA 
352 Magnetic Windings Company 1995 Easton Pennsylvania USA 
352 Magnetic Windings Company 1996 Easton Pennsylvania USA 
352 Magnetic Windings Company 1997 Easton Philadelphia USA 
352 Magnetic Windings Company 1998 Easton Philadelphia USA 
352 Magnetic Windings Company 1999 2711 Freemansburg Aver Easton Philadelphia USA 
352 Magnetic Windings Company 2001 2711 Freemansburg Ave. Easton Pennsylvania USA 
353 Gralnick Bros, Inc. Philadelphia 22 Pennsylvania USA 
353 Gralnick Bros, Inc. Philadelphia 22 Pennsylvania USA 
354 Lewis Electronics Los Gatos California USA 
354 Lewis Electronics Los Gatos California USA 





354 Toshiba Corporation 1987 Tokyo Japan 
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354 Toshiba Corporation | 1989 Tokyo Japan 
354 Toshiba Corporation 1994 Tokyo Japan 
354 Toshiba Corporation 1995 Tokyo Japan 
354 Toshiba Corporation 1996 Tokyo Japan 
354 Toshiba Corporation 2001 1-1-1, Shibaura Minato-Ku, Tokyo Japan 
355 Boonton Molding Company Boonton New Jersey USA 
355 Boonton Molding Company Boonton New Jersey USA 
355 Selectron International Co., Inc. Chicago Illinois USA 
355 MILOVAC International Co., Inc. Chicago Illinois USA 
355 MILOVAC International Co., Inc. Chicago Illinois USA 
355 Reeves Hoffman Div. 1987 Carlisle Pennsylvania USA 
355 Reeves-Hoffman Div., Dynamics Corp. of America 1989 Carlisle Pennsylvania USA 
355 Reeves-Hoffman Div., Dynamics Corp. of America 2001 400 West North Street Carlisle Pennsylvania USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 R. Prescott & Son, Inc. Keeseville New York USA 
356 Durex West 1994 San Jose California USA 
356 Durex West 1995 San Jose California USA 
356 Durex West 1996 San Jose California USA 
356 Durex West 2001 1980 Senter Road San Jose California USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre. Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre. Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Engineering Corporation Wilkes Barre Pennsylvania USA 
357 Teleradio Electronics Corporation Camden New Jersey USA 
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357 Teleradio Electronics/TRW Camden New Jersey USA 
358 Cinaudagraph Corporation Stamford Connecticut USA 
358 Cinaudagraph Div., Indiana Steel Products Co. Stamford Connecticut USA 
358 Avnet International, Ltd. 1987 Kaohsiung Taiwan 
358 Avnet International, Ltd. Kaohsiung Taiwan 
359 Webster Electric Company Racine Wisconsin USA 
359 Webster Electric Company Racine Wisconsin USA 
359 Webster Electric Company Racine Wisconsin USA 
359 Webster Electric Company Racine Wisconsin USA 
359 Siliconix Inc. Santa Clara California USA 
359 Siliconix, Inc. Santa Clara California USA 
359 Siliconix Inc. Santa Clara California USA 
359 Prelco Electronics Canada, Ltd. 1994 Nepean Ontario Canada 
359 Prelco Electronics Canada, Ltd. 1996 Nepean Ontario Canada 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Mfg. Co., Inc. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of American Hard Rubber Co. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of American Hard Rubber Co. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of American Hard Rubber Co. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of American Hard Rubber Co. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 
360 Gavitt Wire & Cable Co., Division of Amerace Corp. Brookfield Massachusetts USA 








361 Hartford Industries, Inc. Jackson Heights, N. Y. C. New York USA 
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361 Hartford Industries, Inc. Jackson Heights, New York New York USA 
362 National Vulcanized Fibre Co. Wilmington Delaware USA 
362 National Vulcanized Fibre Co. Wilmington Delaware USA 
362 Mepco, Inc. Morristown New Jersey USA 
362 Mepco/Electra, Inc. Morristown New Jersey USA 
362 Mepco/Electra, Inc. Morristown New Jersey USA 
362 Mepco/Electra, Inc. Morristown New Jersey USA 
362 Mepco/Electra, Inc. Morristown New Jersey USA 
362 Mepco/Electra, Inc. Morristown New Jersey USA 
363 Eastern Electronics Corporation New Haven Connecticut USA 
363 Eastern Electronics Corporation New Haven Connecticut USA 
363 ENG Electric Co., Ltd. 1994 Taiwan 
363 ENG Electric Co., Ltd. 1995 Taiwan 
363 ENG Electric Co., Ltd. 1996 Taoyuan Hsien Taiwan 
363 ENG Electric Co., Ltd. 1997 Taoyuan City Taiwan 
363 Eng Electronic Co., Ltd. 1999 3F,No 558,Hon Chang Tw Taoyuan City Taiwan 
363 ENG Electric Co., Ltd. 2001 No. 5,Lane 24, Tienhsian Pate Hsiang Taoyuan Hsien Taiwan 
364 The Sillcocks-Miller Company South Orange New Jersey USA 
364 The Sillcocks-Miller Company South Orange New Jersey USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
364 General Semiconductor Industries 1987 Tempe Arizona USA 
364 General Semiconductor Industries Tempe Arizona USA 
365 Industrial Synthetics Corporation Irvington New Jersey USA 
365 Industrial Synthetics Corporation Irvington New Jersey USA 
366 New York Transformer Co. New York 3 New York USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 New York Transformer Co., Inc. Alpha New Jersey USA 
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366 New York Transformer Co., Inc. Alpha New Jersey USA 
366 NYT Manufacturing Co., Inc. Phillipsburg New Jersey USA 
366 NYT Manufacturing Co., Inc. Alpha New Jersey USA 
366 NYT Manufacturing Co., Inc. Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 New York Transformer Company Alpha New Jersey USA 
366 Airtron Div. of Litton Industries Morris Plains New Jersey USA 
366 Airtron Div. of Litton Industries Morris Plains New Jersey USA 
366 Airtron Div of Litton Industries Morris Plains New Jersey USA 
366 Airtron Div of Litton Industries Morris Plains New Jersey USA 
366 Airtron Division of Litton Ind. Morris Plains New Jersey USA 
366 Airtron Div of Litton Industries 200 E. Hanover Ave. Morris Plains New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Hillside 5 New Jersey USA 
367 National Moldite Company Newark 5 New Jersey USA 
367 Pfanstiehl Corporation 1994 Waukegan Illinois USA 
367 Pfanstiehl Corporation 1995 Waukegan Illinois USA 
367 Pfanstiehl Corporation 1996 Waukegan Illinois USA 
367 Pfanstiehl Corporation 2001 3300 Washington Street Waukegan Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 


368 Santay Corporation Chicago 24 Illinois USA 
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368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 Santay Corporation Chicago 24 Illinois USA 
368 AT&T Microelectronics 1994 Matamoros Mexico 
368 AT&T Microelectronics 1995 Matamoros Mexico 
368 AT&T 1996 Matamoros Mexico 
368 AT&T 2001 Matamoros Mexico 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 Stoddart Aircraft Radio Co. Hollywood 38 California USA 
369 MMP-Matthews Metal Products, Inc. | 1987 Morgan Hill California USA 
369 MMP-Matthews Metal Products, Inc. 1989 Morgan Hill California USA 
369 MMP-Matthews Metal Products, Inc. 1994 Gilroy California USA 
369 MMP-Matthews Metal Products, Inc. 1995 Gilroy California USA 
369 MMP-Matthews Metal Products, Inc. 1996 Morgan Hill California USA 
369 MMP-Matthews Metal Products, Inc. 2001 18700 Adams Court, Suit: Morgan Hill California USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation. Cambridge 42 Massachusetts USA 
370 United-Carr Fastener Corporation Cambridge 42 Massachusetts USA 
370 Carr Fastener Company, Division of United-Carr Fastener Corp. Cambridge 42 Massachusetts USA 
370 Carr Fastener Company, Division of United-Carr Fastener Corp. Cambridge 42 Massachusetts USA 
370 Carr Fastener Company, Division of United-Carr Fastener Corp. Cambridge 42 Massachusetts USA 
370 Carr Fastener Company, Division of United-Carr Fastener Corp. Cambridge 42 Massachusetts USA 
370 Communication Transformer Corp. | 1987 Chicago Illinois USA 
370 Communication Transformer Corp. Chicago Illinois USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
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371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
a Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
71 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington II New Jersey USA 
art Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
371 Best Manufacturing Co., Inc. Irvington 11 New Jersey USA 
a Best Manufacturing Co., Div. of Oxford Electric Corp. Clinton North Carolina USA 
371 Best Manufacturing Co., Div. of Oxford Electric Corp. Clinton North Carolina USA 
371 Best Manufacturing Co., Div. of Oxford Electric Corp. Chicago Illinois USA 
371 Best Manufacturing Co., Div. of Oxford Electric Corp. Chicago Illinois USA 
= a Best Manufacturing Co., Div. of Oxford Electric Corp. Chicago Illinois USA 
371 Best Manufacturing Co., Div. of Oxford Electric Corp. Chicago Illinois USA 
371 Best Manufacturing Co., Div. of Oxford Electric Corp. Chicago Illinois USA 
371 Bangor Electronics Co. Bangor Michigan USA 
371 Bangor Electronics Co. 1987 Bangor Michigan USA 
371 Bangor Electronics Co. 1989 Bangor Michigan USA 
371 Bangor Electronics Co. 1994 Bangor Michigan USA 
371 Bangor Electronics Co 1995 Bangor Michigan USA 
371 Bangor Electronics Co. 1996 Bangor Missouri USA 
371 Bangor Electronics Co. 1997 Bangor Michigan USA 
or Bangor Electronics Co. 1998 Bangor Michigan USA 
371 Bangor Electronics Company 1999 10 Industrial Park Drive Bangor Michigan USA 
371 Bangor Electronics Co. 2001 PO Box 234, Industrial Pe Bangor Missouri USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation. Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
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372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
372 Holyoke Wire and Cable Corporation Holyoke Massachusetts USA 
373 Regal Electronics Corporation New York 11 New York USA 
373 Regal Electronics Corporation New York 27 New York USA 
373 Regal Electronics Corporation New York 27 New York USA 
373 Regal Electronics Corporation New York 27. New York USA 
373 SPC Technology 1987 ; Bensenville Illinois USA 
373 SPC Technology 1989 Bensenville Illinois USA 
373 SPC Technology 1994 Chicago Illinois USA 
373 SPC Technology 1995 Chicago Illinois USA 
374 Harry A. Prock Cabinet Company Glenside Pennsylvania USA 
374 Harry A. Prock Cabinet Company Glenside Pennsylvania USA 
374 Harry A. Prock Cabinet Company Glenside Pennsylvania USA 
374 Harry A. Prock Cabinet Company Glenside Pennsylvania USA 
374 Harry A. Prock Cabinet Company Glenside Pennsylvania USA 
374 IPC St. Matthews South Carolina USA 
374 IPC St. Matthews South Carolina USA 
374 IPC St. Matthews South Carolina USA 
374 JAE Electronics, Inc. 1994 Irvine California USA 
374 JAE Electronics, Inc. 1995 Irvine California USA 
374 JAE Electronics, Inc. 1996 Irvine California USA 
374 JAE Electronics, Inc. 1997 Irvine California USA 
374 JAE Electronics, Inc. 2001 142 Technology Drive Irvine California USA 
375 Webster-Chicago Corporation Chicago 47 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
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375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 Webster-Chicago Corporation Chicago 39 Illinois USA 
375 WEBCOR, Inc. Chicago 39 Illinois USA 
375 WEBCOR, Inc. Chicago 39 Illinois USA 
375 WEBCOR, Inc. Chicago 39 Illinois USA 
375 WEBCOR, Inc. Chicago 39 Illinois USA 
375 WEBCOR, Inc. Chicago 39 Illinois USA 
375 WEBCOR,, Inc. Chicago 39. Illinois USA 
375 WEBCOR,, Inc. Chicago 39 Illinois USA 
375 Virginia Plastics Company, Inc. 1994 Salem Virginia USA 
375 Virginia Plastics Company, Inc. 1995 Salem Virginia USA 
375 Virginia Plastics Company, Inc 1996 Salem Virginia USA 
375 Virginia Plastics Company, Inc. 2001 1701 Midland Road Salem Virginia USA 
376 Hazeltine Electronics Corporation New York 19 New York USA 
376 Hazeltine Electronics Corporation New York 19 New York USA 
376 Hazeltine Electronics Corporation New York 19 New York USA 
376 Hazeltine Electronics Corporation Little Neck, L. |. New York USA 
376 Hazeltine Electronics Corporation Little Neck, L. |. New York USA 
376 Hazeltine Electronics Corporation Little Neck, L. |. New York USA 
376 Hazeltine Electronics Corporation Little Neck, L. |. New York USA 
376 Hazeltine Electronics Corporation Little Neck, L. I. New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck 62 New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation Little Neck New York USA 
376 Hazeltine Corporation (The 1973 list has this entry incorrectly listed as 372) Little Neck New York USA 
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376 Hazeltine Corporation Greenlawn New York USA 
376 Hazeltine Corporation Greenlawn New York USA 
376 Hazeltine Corporation Greenlawn New York USA 
376 Hazeltine Corporation Greenlawn New York USA 
376 Hazeltine Corporation Greenlawn New York USA 
377 DeMornay-Budd, Inc. New York 51 New York USA 
377 DeMornay-Budd, Inc. New York 51 New York USA 
377 Custom Phones Inc. 1994 Indianapolis Indiana USA 
377 Custom Phones Inc. 1995 Indianapolis Indiana USA 
377 Custom Phones, Inc. 1996 Indianapolis Indiana USA 
377 Custom Phones 2001 638 Virginia Avenue Indianapolis Indiana USA 
378 Bachmann Bros. Inc. Philadelphia 24 Pennsylvania USA 
378 Bachmann Bros. Inc. Philadelphia 24 Pennsylvania USA 
378 Bachmann Bros. Inc. Philadelphia 24 Pennsylvania USA 
378 Bachmann Bros. Inc. Philadelphia 24 Pennsylvania USA 
378 Korea Semiconductor, Inc. Kyungki-Do Korea 
378 Korea Semiconductor, Inc. Kyungki Do Korea 
378 Korea Semiconductor, Inc. | 1987 Kyungki-Do Korea 
379 United States Trunk Co., Inc. Fall River Massachusetts USA 
379 United Wood Specialty Mfg. Co. Fall River Massachusetts USA 
379 United Wood Specialty Mfg. Co. Fall River Massachusetts USA 
379 United Wood Specialty Mfg. Co. Fall River Massachusetts USA 
379 United Wood Specialty Mfg. Co. Fall River Massachusetts USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. Chicago Illinois USA 
379 Classic Coil Winding, Inc. 1987 Douglas Arizona USA 
379 Classic Coil Winding, Inc. 1989 Douglas Arizona USA 
379 Classic Coil Winding, Inc. 1994 Douglas Arizona USA 
379 Classic Coil Winding, Inc. 1995 Douglas Arizona USA 
379 Classic Coil Winding, Inc. 1997 Douglas Arizona USA 
379 Classic Coil Winding, Inc. 1998 Douglas Arizona USA 
379 Classic Coll Winding Co. 2001 Cochise Industrial Park Douglas Arizona USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
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380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc. New York 11 New York USA 
380 Radio Receptor Company, Inc., Sub. General Instrument Corp. Brooklyn 11 New York USA 
380 Radio Receptor Company, Inc., Sub. General Instrument Corp. Brooklyn 11 New York USA 
380 Radio Receptor Company, Inc., Sub. General Instrument Corp. Brooklyn 11 New York USA 
380 Radio Receptor Company, Inc., Sub. General Instrument Corp. Brooklyn 11 New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Radio Receptor Div., General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. 1987 Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. 1989 Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. 1994 Hicksville New York USA 
380 Defense & Engineering Products Group, General Instrument Corp. 1995 Hicksville New York USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville Massachusetts USA 
381 The Ucinite Company Newtonville 60 Massachusetts USA 
381 The Ucinite Company Newtonville 60 Massachusetts USA 
381 The Ucinite Company Newtonville 60 Massachusetts USA 
381 Bourns Networks Logan Utah USA 
382 Waters Conley Company Rochester Minnesota USA 
382 Waters Conley Company Rochester Minnesota USA 
382 Waters Conley Company Rochester Minnesota USA 
382 Waters Conley Company Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
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382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Waters Conley Company, Inc. Rochester Minnesota USA 
382 Eon Corporation 1994 Reston Virginia USA 
382 Eon Corporation 1995 Reston Virginia USA 
383 Wilmak Corporation Benton Harbor Michigan USA 
383 Wilmak Corporation Benton Harbor Michigan USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 Red Lion Cabinet Company Red Lion Pennsylvania USA 
384 The Fabri-Form Co. 1994 Byesville Ohio USA 
384 The Fabri-Form Co. 1995 Byesville Ohio USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Chicago 8 Illinois USA 
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385 Dearborn Glass Company Chicago 8 Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Dearborn Glass Company Bedford Park Illinois USA 
385 Lectrotech Inc. Chicago Illinois USA 
385 Leotrotech, Inc. Chicago Illinois USA 
385 Lectrotech, Inc. Chicago Illinois USA 
386 Arpee Products Co. Glendale California USA 
386 Arpee Products Co. Glendale California USA 
386 Intel Corp. Santa Clara California USA 
386 Intel Corp. Santa Clara California USA 
386 Intel Corporation Santa Clara California USA 
386 Intel 5200 N.E. Elam Young PI Hillsboro Oregon USA 
387 Kyle Corporation South Milwaukee Wisconsin USA 
387 Kyle Corporation South Milwaukee Wisconsin USA 
387 Adronics. Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. Cedar Grove New Jersey USA 
387 Adronics, Inc. 1987 Cedar Grove New Jersey USA 
387 Adronics, Inc. 1989 Cedar Grove New Jersey USA 
388 Modern Electronic Company, Inc. New York 11 New York USA 
388 Modern Electronic Company, Inc. New York 11 New York USA 
388 M-tron Industries 1987 Yankton South Dakota USA 
388 M-tron Industries, Inc. i= 1989 Yankton South Dakota USA 
388 M-tron Industries, Inc. 1994 Yankton South Dakota USA 
388 M-tron Industries, Inc. 1995 Yankton South Dakota USA 
388 M-tron Industries, Inc. 1996 Yankton South Dakota USA 
388 M-tron Industries, Inc. 1997 Yankton South Dakota USA 
388 M-tron Industries, Inc. 1998 Yankton South Dakota USA 
388 M-tron Industries, Inc. 2001 PO Box 630 100 Douglas Yankton South Dakota USA 
389 National Design Service New York 6 New York USA 
389 National Design Service New York 6 New York USA 
389 AT&T Consumer Products 1989 Parsippany New Jersey USA 
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389 AT&T Consumer Products 1994 Parsippany New Jersey USA 
389 AT&T Consumer Products 1995 Parsippany New Jersey USA 
389 AT&T Consumer Products 1996 Indianapolis Indiana USA 
389 AT&T Consumer Products 2001 Indianapolis Heritage Par Indianapolis Indiana USA 
390 Printloid, Inc. New York 12 New York USA 
390 Printloid, Inc. New York 12 New York USA 
390 Printloid, Inc. New York 12 New York USA 
390 Printloid, Inc. New York 12 New York USA 
390 Sound Products Corporation Memphis Nebraska USA 
390 Sound Products Corporation Memphis Nebraska USA 
390 Sound Products Corporation Memphis Nebraska USA 
390 Sound Products Corporation Council Bluffs lowa USA 
390 Sound Products Corporation Council Bluffs Indiana USA 
390 Sound Products Corporation Council Bluffs Indiana USA 
391 Peerless Electrical Products Co. Los Angeles 3 California USA 
391 Altec Lansing Corporation Hollywood 38 California USA 
391 Altec Lansing Corporation Hollywood 38 California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Beverly Hills California USA 
391 Altec Lansing Corporation Anaheim California USA 
391 Altec Lansing Corporation Anaheim California USA 
391 Altec Lansing Corporation Anaheim California USA 
391 Altec Lansing Corporation Anaheim California USA 
391 Altec Lansing Corporation Anaheim California USA 
391 Autosplice Div. of General Staple Co. New York New York USA 
391 Autosplice Div. of General Staple Co. New York New York USA 
391 Autosplice Div. of General Staple Co. New York New York USA 
391 Autosplice Div. of General Staple Co. New York New York USA 
391 Autosplice Inc. Woodside New York USA 
392 The Wheeler Insulated Wire Company, Inc. Bridgeport 4 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Bridgeport 4 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Bridgeport 4 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
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392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 The Wheeler Insulated Wire Company, Inc. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury 20 Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury Connecticut USA 
392 Wheeler Electronic Corp., Sub. Sperry Rand Corp. Waterbury Connecticut USA 
393 Western Gasket & Packing Company Los Angeles 11 California USA 
393 Western Gasket & Packing Company Los Angeles 11 California USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1987 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1989 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1994 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1995 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1996 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1997 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1998 Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 1999 6110 Elizabethan Drive Nashville Tennessee USA 
393 Q.A.D. Electronics, Inc. 2001 6110 Elizabethan Drive Nashville Tennessee USA 
394 The A. P. Foster Company Lockland 15 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company. Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
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394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati 23 Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company Cincinnati Ohio USA 
394 Foster Transformer Company 1987 Cincinnati Ohio USA 
394 Foster Transformer Company lia 1989 Cincinnati Ohio USA 
394 Foster Transformer Company 1994 Cincinnati Ohio USA 
394 Foster Transformer Company 1995 Cincinnati Ohio USA 
394 Foster Transformer Co. 1996 Cincinnati Ohio USA 
394 Foster Transformer Company 1997 Cincinnati Ohio USA 
394 Foster Transformer Company 1998 Cincinnati Ohio USA 
394 Foster Transformer Company 1999 3820 Colerain Ave. Cincinnati Ohio USA 
394 Foster Transformer Company 2001 Cincinnati Ohio USA 
395 Permoflux Products Co. Glendale 5 California USA 
395 Permoflux Corporation Glendale 5 California USA 
395 Permoflux Corporation Glendale 5 California USA 
395 Permoflux Corporation Glendale 5 California USA 
395 Permoflux Corporation Glendale 5 California USA 
395 Permoflux Corporation Glendale 5 California USA 
395 Permoflux Corporation Glendale 4 California USA 
395 Permoflux Corporation Glendale 4 California USA 
395 Permoflux Corporation Glendale 4 California USA 
395 Deutsch Relays, Inc. 1994 E. Northport New York USA 
395 Deutsch Relays, Inc. 1995 E. Northport New York USA 


395 Deutsch Relays, Inc. 1996 E. Northport New York USA 
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395 Deutsch Relays, Inc. 2001 65 Daly Rd. E. Northport New York USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co. Rockford Illinois USA 
396 General Cement Mfg. Co., Div. Textron, Inc. Rockford Illinois USA 
396 General Cement Mfg. Co., Div. Textron, Inc. Rockford Illinois USA 
396 General Cement Mfg. Co., Div. Textron, Inc. Rockford Illinois USA 
396 Relevant Technologies 2001 2241 Lundy Avenue San Jose California USA 
397 The Workshop Associates Newton Highlands 61 Massachusetts USA 
397 The Workshop Associates Incorporated Newton Highlands 61 Massachusetts USA 
397 The Workshop Associates Incorporated Newton Highlands 61 Massachusetts USA 
397 The Workshop Associates Incorporated Needham Heights 94 Massachusetts USA 
397 The Workshop Associates Incorporated Needham Heights 94 Massachusetts USA 
397 The Workshop Associates Incorporated Needham Heights 94 Massachusetts USA 
397 Gabriel Electronics Division, The Gabriel Company Norwood Massachusetts USA 
397 Gabriel Electronics Division, The Gabriel Company Norwood Massachusetts USA 
397 Gabriel Electronics Division, The Gabriel Company Norwood Massachusetts USA 
398 Stamford Electric Products Company, Inc. Stamford Connecticut USA 
398 Stamford Transformers, Inc. Stamford Connecticut USA 
398 Stamford Transformers, Inc. Stamford Connecticut USA 
399 Industrial Electronic Corporation Brooklyn 31 New York USA 
399 Industrial Electronic Corporation Brooklyn 31 New York USA 
399 Electran Manufacturing Co. Chicago Illinois USA 
399 Electran Manufacturing Co. Chicago Illinois USA 
400 Noma Electric Corporation New York 11 New York USA 
400 Noma Electric Corporation New York 11 New York USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
400 Solid State Scientific, Inc. Montgomeryville Pennsylvania USA 
401 Wellman Manufacturing Company Los Angeles 46 California USA 
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401 Wellmann Manufacturing Company oeeiod Los Angeles 46 California USA 
401 High Energy Corp. 1989 Parkesburg Pennsylvania USA 
401 High Energy Corporation 1996 Pakesburg Pennsylvania USA 
401 High Energy Corp. 2001 Lower Valley Road Parkesburg Pennsylvania USA 
402 Andrew Co. Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19. Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 19 Illinois USA 
402 Andrew Corporation Chicago 42 Illinois USA 
402 Andrew Corporation Chicago 42 Illinois USA 
402 Andrew Corporation Chicago Illinois USA 
403 Super Electric Products Corp. Jersey City 7 New Jersey USA 
403 Super Electric Products Corp. Jersey City 7 New Jersey USA 
403 Super Electric Products Corp. Jersey City 7 New Jersey USA 
403 Super Electric Products Corp. Newark 5 New Jersey USA 
403 Super Electric Products Corp. Jersey City New Jersey USA 
404 Lincoln Electronics Corporation New York 19 New York USA 
404 Lincoln Electronics Corporation New York 19 New York USA 
405 Ohio Tool Company Cleveland 11 Ohio USA 
405 Ohio Tool Company Cleveland 11 Ohio USA 
405 Panel Components Corp. = 1989 | Santa Rosa California USA 
405 Panel Components Corp. 1994 Santa Rosa California USA 
405 Panel Components Corp. 1995 Santa Rosa California USA 
405 Panel Components Corporation 1996 Santa Rosa California USA 
405 Panel Components Corp. 2001 PO Box 6626 Santa Rosa California USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 


406 Wirt Company Philadelphia 44 Pennsylvania USA 
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406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
406 Wirt Company Philadelphia 44 Pennsylvania USA 
407 Radio Navigational Instrument Corp. New York 21 New York USA 
407 Radio Navigational Instrument Corp. New York 21 New York USA 
408 Mercury Equipment Company Ashtabula Ohio USA 
408 Mercury Equipment Company Ashtabula Ohio USA 
408 Tensolite Div. of Carlisle Corp. Terrytown New York USA 
408 Tensolite Div. of Carlisle Corp. Tarrytown New York USA 
408 Tensolite Div. of Carlisle Corp. Tarrytown New York USA 
409 British Industries Sales Corporation New York 13 New York USA 
409 British Industries Corporation New York 7 New York USA 
409 British Industries Corporation New York 7 New York USA 
409 British Industries Corporation New York 13 New York USA 
409 British Industries Corporation New York 13 New York USA 
409 British Industries Corporation New York 13 New York USA 
409 British Industries Corporation New York 13 New York USA 
409 British Industries Corporation New York 13 New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Port Washington, L. |. New York USA 
409 British Industries Corporation Westbury New York USA 
409 British Industries Corporation | Westbury New York USA 
409 Seiko Instruments USA, Inc. 1987 Torrance California USA 
409 Seiko Instruments USA, Inc. 1989 Torrance California USA 
409 Seiko Instruments USA, Inc. 1994 Torrance California USA 


409 Seiko Instruments USA, Inc. 1995 Torrance California USA 
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409 Seiko Instruments USA, Inc. 1996 Torrance California USA 
409 Seiko Instruments USA, Inc. 1997 Torrance California USA 
409 Seiko Instruments 2001 2990 West Lomita Blvd. Torrance California USA 
410 Midwest Electric Products, Inc. Indianapolis 8 Indiana USA 
410 Midwest Electric Products, Inc. Indianapolis 8 Indiana USA 
410 Cable Connection, Inc. 1994 Los Gatos California USA 
410 Cable Connection, Inc. 1995 Los Gatos California USA 
410 Cable Connection, Inc. 1996 Los Gatos California USA 
410 Cable Connection, Inc. 2001 102 Cooper Court Los Gatos California USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle, Inc. Newark 5 New Jersey USA 
411 Hardwick, Hindle Components Div., Model Engineering & Manufacturing Corp. Huntington Indiana USA 
411 Memcor/Components Div., Model Engineering & Manufacturing Corp. Huntington Indiana USA 
411 Memcor Inc., Components Div. Huntington Indiana USA 
411 Memcor Inc., Components Div. Huntington Indiana USA 
411 Memcor Div., LTV Electrosystems. Inc. Huntington Indiana USA 
411 Memcor Div., LTV Electrosystems, Inc. Huntington Indiana USA 
411 Memcor Div., LTV Electrosystems, Inc. Huntington Indiana USA 
411 Memcor Div., LTV Electrosystems, Inc. Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. 1987 Huntington Indiana USA 
411 Memcor Div., E-Systems, Inc. fe 1989 Huntington Indiana USA 
412 General Transformer Corporation Chicago 7 Illinois USA 
412 General Transformer Corporation Chicago 7 Illinois USA 
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412 General Transformer Corporation Chicago 7 Illinois USA 
412 General Transformer Corporation Chicago 7 Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 General Transformer Company Homewood Illinois USA 
412 Acme Electric Corp. Cuba New York USA 
412 Valpey-Fisher 1987 Hopkinton Massachusetts USA 
412 Valpey-Fisher Corp. 1989 Hopkinton Massachusetts USA 
412 Valpey-Fisher Corp. 1994 Hopkinton Massachusetts USA 
412 Valpey-Fisher Corp. 1995 Hopkinton Massachusetts USA 
412 Valpey-Fisher Corporation 1996 Hopkinton Massachusetts USA 
412 Valpey-Fisher 2001 75 South Street Hopkinton Massachusetts USA 
413 The Acme Electric & Manufacturing Co. Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
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413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation Cuba New York USA 
413 Acme Electric Corporation 1987 Cuba New York USA 
413 Acme Electric Corporation (j= 1989 Cuba New York USA 
413 Acme Electric Corporation 1994 Cuba New York USA 
413 Acme Electric Corporation 1995 Cuba New York USA 
413 Acme Electric Company 1996 Cuba New York USA 
413 Acme Electric Corporation 1997 Cuba New York USA 
413 Acme Electric Corporation 1998 Cuba New York USA 
413 Acme Electric Corporation 1999 9962 RT 446 Cuba New York USA 
413 Acme Electric Corporation 2001 Cuba New York USA 
414 Radiation Products, Inc. Log Angeles 15 California USA 
414 Radiation Products, Inc. Los Angeles 15 California USA 
415 United Mfg. & Service Co. Milwaukee 2 Wisconsin USA 
415 United Mfg. & Service Co. Milwaukee 4 Wisconsin USA 
415 United Mfg. & Service Co. Milwaukee 4 Wisconsin USA 
415 United Mfg. & Service Co. Milwaukee 2 Wisconsin USA 
415 Griffiths Electronics, Inc. Linden New Jersey USA 
415 Griffiths Electronics Tucson Arizona USA 
415 Griffiths Electronics Tucson Arizona USA 
416 Lewyt Corporation Brooklyn 11 New York USA 
416 Lewyt Corporation Brooklyn 11 New York USA 
416 Heath Company Benton Harbor Michigan USA 
416 Heath Company Benton Harbor Michigan USA 
416 Heath Company Benton Harbor Michigan USA 
416 Heath Company Benton Harbor Michigan USA 
416 Heath Company St. Joseph Michigan USA 
416 Heath Company St. Joseph Michigan USA 
416 Heath Company 1987 St. Joseph Michigan USA 
416 Heath Company 1989 St. Joseph Michigan USA 
416 Heath Company 1994 St. Joseph Michigan USA 
416 Heath Company 1995 St. Joseph Michigan USA 
416 Heath Company 1996 Michigan Michigan USA 
416 Heath Company 2001 Benton Harbor Michigan USA 
417 Tone Products Corp. of America New York 10 New York USA 
417 Tone Products Corp. of America New York 10 New York USA 
418 United Transformer Corporation New York New York USA 
418 United Transformer Corporation New York New York USA 
418 United Transformer Corporation New York New York USA 
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418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York 13 New York USA 
418 United Transformer Corporation New York New York USA 
418 United Transformer Corporation New York New York USA 
418 United Transformer Corporation New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co., Div. of TRW, Inc. New York New York USA 
418 United Transformer Co. 1987 New York New York USA 
418 United Transformer Co. 1989 New York New York USA 
418 United Transformer Co. 2001 150 Varick Street New York New York USA 
419 Radio Development & Research Corp. Jersey City New Jersey USA 
419 Radio Development & Research Corp. Jersey City New Jersey USA 
420 Schrader Electronic & Coil Corp. Los Angeles 11 California USA 
420 Schrader Electronic & Coil Corp. Los Angeles 11 California USA 
420 Onkyo America, Inc. 1987 Schaumburg Illinois USA 
420 Onkyo America, Inc. i Schaumburg Illinois USA 
421 Lee Radio Manufacturing Corporation New Hyde Park New York USA 
421 Lee Radio Manufacturing Corporation New Hyde Park New York USA 
421 Miratron, Inc. 1987 Escondido California USA 
421. Miratron, Inc. 4989 Escondido California USA 
422 Crimp-Seal Products Co. Chicago 16 Illinois USA 
422 Crimp-Seal Products Co. Chicago 10 Illinois USA 
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422 Wells Electronics 1996 South Bend Indiana USA 
422 Wells Electronics, Inc. 1997 South Bend Indiana USA 
422 Wells CTI 1998 South Bend Indiana USA 
422 Wells-CTI 1999 3502 N. Olive Road South Bend Indiana USA 
422 Wells Electronics, Inc. 2001 1701 South Main Street South Bend Indiana USA 
423 North American Philips Company, Inc. Dobbs Ferry New York USA 
423 North American Philips Company, Inc. Dobbs Ferry New York USA 
423 North American Philips Company, Inc. Dobbs Ferry New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17. New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York 17 New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Company, Inc. New York New York USA 
423 North American Philips Corp. New York New York USA 
423 North American Philips Corp. New York New York USA 
423 North American Philips Corp. NY New York USA 
423 North American Philips Corp. 1987 New York New York USA 
423 North American Philips Corp. 1989 New York New York USA 
423 North American Philips Corp. 1994 New York New York USA 
423 North American Philips Corp. 1995 New York New York USA 
423 North American Philips Corporation 1996 New York New York USA 
423 North American Philips Corp. 2001 100 East 42nd Street New York New York USA 


424 Milwaukee Stamping Company 1946 Milwaukee 14 Wisconsin USA 
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424 Milwaukee Stamping Company Milwaukee 14 Wisconsin USA 
424 Milwaukee Stamping Company Milwaukee 14 Wisconsin USA 
424 Milwaukee Stamping Company Milwaukee 14 Wisconsin USA 
424 Milwaukee Stamping Company Milwaukee 14 Wisconsin USA 
424 Milwaukee Stamping Company Milwaukee 14. Wisconsin USA 
424 Components International Pte Ltd. - Singapore 
424 Components International Pte Ltd. Singapore 
424 Macroelectra SA 1987 Monterrey Mexico 
424 Macroelectra SA 1989 Monterrey Mexico 
424 Video Electronics 1994 Garza Garcia Mexico 
424 Video Electronics 1995 Garza Garcia Mexico 
424 Video Electronics 1997 NL. Mexico 
424 Video Electronics, S.A. DE C.V. 1998 N.L. Mexico 
424 Video Electronics, S.A. DE C.V. 1999 Calle Zinc #99 Garza Gai N.L. Mexico 
424 Video Display Corporation (The 2001 list has two entries for #424) 2001 Park St..PO Box 119 White Mills Pennsylvania USA 
424 Macroelectra, SA (The 2001 list has two entries for #424) 2001 PO Box 1133. Blvd. Diaz Monterey Mexico 
425 Essex Electronics Newark 2 New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Essex Electronics Berkeley Heights New Jersey USA 
425 Moog Electronics Inc. Buffalo New York USA 
425 Moog Electronics, Inc. East Aurora New York USA 
425 Moog Inc. East Aurora New York USA 
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426 E. W. McGrade Manufacturing Company Kansas City 2 Missouri USA 
426 E. W. McGrade Manufacturing Company, Inc. Marysville Kansas USA 
426 E. W. McGrade Manufacturing Company, Inc. Marysville Kansas USA 
426 E. W. McGrade Manufacturing Company Kansas City 2 Missouri USA 
426 Lansing Research Corp. Ithaca New York USA 
426 Lansing Research Corp. Ithaca New York USA 
426 Lansing Research Corp. Ithaca New York USA 
427 Communication Measurements Laboratory New York 6 New York USA 
427 Communication Measurements Laboratory New York 6 New York USA 
427 Communication Measurements Laboratory New York 6 New York USA 
427 Communication Measurements Laboratory, Inc. New York 6 New York USA 
427 Communication Measurements Laboratory, Inc. New York 6 New York USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Communication Measurements Laboratory, Inc. Plainfield New Jersey USA 
427 Delta Wire & Cable Co. Chicago Illinois USA 
427 Delta Wire & Cable Co. Chicago Illinois USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Electronics, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Carillons, Inc. Sellersville Pennsylvania USA 
428 Schulmerich Carillons, Inc. Sellersville Pennsylvania USA 
429 Bernard Rice’s Sons, Inc. New York 16 New York USA 
429 Bernard Rice's Sons, Inc. New York 16 New York USA 
429 Ducati Elettrotecnica Microfarad Bologna Italy 
429 Ducati Elettrotecnica Microfarad Bologna Italy 
429 Ducati Elettrotecnica Microfarad Bologna Italy 
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429 Ducati Elettrotecnica Microfarad Bologna Italy 
429 Ducati Elettrotecnica Microfarad Bologna Italy 
429 Ducati Elettrotecnica Microfarad | 1987 Bologna Italy 
429 Ducati Elettrotecnica Microfarad 1989 Bologna Italy 
429 Ducati Elettrotecnica Microfarad 1994 Bologna Italy 
429 Ducati Elettrotecnica Microfarad 1996 Bologna Italy 
429 Ducati Elettrotecnica Microfarad 2001 Via M.E.Lepido 178 Bologna Italy 
430 Camburn, Inc. New York 138 New York USA 
430 Camburn, Inc. Woodside, Long Island New York USA 
430 Camburn, Inc. Woodside, Long Island New York USA 
430 Camburn, Inc. Woodside, Long Island New York USA 
430 Camburn, Inc. Woodside, Long Island New York USA 
430 Camburn, Inc. Woodside, Long Island New York USA 
430 Camburn, Inc. Woodside 77 New York USA 
430 Camburn, Inc. Woodside 77 New York USA 
430 Pak-Tronics Chicago Illinois USA 
430 Pak-Tronics Chicago Illinois USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Products Company, Inc. Philadelphia 25 Pennsylvania USA 
431 Waterman Instrument Corp. Philadelphia Pennsylvania USA 
431 Waterman Instrument Corp. Philadelphia Pennsylvania USA 
431 Waterman Instrument Corp. Philadelphia Pennsylvania USA 
431 Waterman Instrument Corp. Hatboro Pennsylvania USA 
431 Waterman Instrument Corp. Hatboro Pennsylvania USA 
431 Waterman Instrument Corp. Hatboro Pennsylvania USA 
431 Waterman Instrument Corp. Hatboro Pennsylvania USA 
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432 Premier Crystal Laboratories, Inc. New York 7 New York USA 
432 Premier Crystal Laboratories, Inc. New York 7 New York USA 
432 Long Engineering Co. Waveland Indiana USA 
432 Long Engineering Co. Waveland Indiana USA 
432 Long Engineering Co. Waveland Indiana USA 
432 Long Engineering, Inc. Waveland Indiana USA 
432 Long Engineering, Inc. Waveland Indiana USA 
432 Long Engineering, Inc. Waveland Indiana USA 
432 Long Engineering, Inc. 1987 Waveland Indiana USA 
432 Long Engineering, Inc. 1989 Waveland Indiana USA 
432 Long Engineering, Inc. 1994 Waveland Indiana USA 
432 Long Engineering, Inc. 1995 Waveland Indiana USA 
432 Long Engineering Co. 1996 Waveland Indiana USA 
432 Long Engineering Co. 2001 207 N. Cross, PO Box 14 Waveland Indiana USA 
433 Cleveland Electronics, Inc. Cleveland 15 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland 3 Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
433 Cleveland Electronics, Inc. Cleveland Ohio USA 
434 Electrical Reproduction Co. Chicago 22 Illinois USA 
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434 Electrical Reproduction Co. Chicago 22 Illinois USA 
434 Power Conversions, Inc. 1987 Bothell Washington USA 
434 Power Conversions, Inc. 1989 Bothell Washington USA 
435 Plastoid Corporation New York 18 New York USA 
435 Plastoid Corporation Long Island City 1 New York USA 
435 Plastoid Corporation Long Island City 1 New York USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Plastoid Corporation Hamburg New Jersey USA 
435 Spin Magnetics, Inc. 1994 Lake Wales Florida USA 
435 Spin Magnetics, Inc. 1995 Lake Wales Florida USA 
435 Spin Magnetics, Inc. 1996 Lake Wales Florida USA 
435 Spin Magnetics, Inc. 2001 318 South Scenic Highwe Lake Wales Florida USA 
436 Adaptol Company Brooklyn 13 New York USA 
436 Adaptol Company Brooklyn 13 New York USA 
436 Adaptol Company Brooklyn 13 New York USA 
436 Adaptol Company Brooklyn 13 New York USA 
436 South Bay C.R.T., Inc. Hayward California USA 
436 South Bay C.R.T., Inc. Hayward California USA 
437 Newcomb Audio Products Company Los Angeles 7 California USA 
437 Newcomb Audio Products Company Los Angeles 7 California USA 
437 Newcomb Audio Products Company Hollywood 38 California USA 
437 Newcomb Audio Products Company Hollywood 38 California USA 
437 Newcomb Audio Products Company Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood 38 California USA 
437 Newcomb Electronics Corporation Hollywood California USA 
437 Swift Core, Inc. Gardenia California USA 
437 Swift Cor, Inc. Gardena California USA 
437 Swift Cor, Inc. Gardena California USA 
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437 Swift Core, Inc. 1996 Gardenia California USA 
437 Swift Core, Inc. 2001 344 W. 157th Street Gardenia California USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10. Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago 10 Illinois USA 
438 The Gudeman Company Chicago Illinois USA 
438 The Gudeman Company Chicago Illinois USA 
438 The Gudeman Company Chicago Illinois USA 
438 The Gudeman Company Chicago Illinois USA 
438 The Gudeman Div., Gulton Industries, Inc. Chicago Illinois USA 
438 The Gudeman Div., Gulton Industries, Inc. Chicago Illinois USA 
438 The Gudeman Div., Gulton Industries, Inc. Chicago Illinois USA 
438 The Gudeman Div., Gulton Industries, Inc. Chicago Illinois USA 
438 The Gudeman Corporation Chicago Illinois USA 
438 The Gudeman Corporation Chicago Illinois USA 
438 The Gudeman Corporation Chicago Illinois USA 
438 The Gudeman Corporation Chicago Illinois USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
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439 Collins Radio Company | Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Company Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. Cedar Rapids Indiana USA 
439 Collins Radio Group/Rockwell International Corp. Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. 1987 Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. | a 1989 = Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. 1994 Cedar Rapids lowa USA 
439 Collins Radio Group/Rockwell International Corp. 1995 Cedar Rapids lowa USA 
440 Cannon Electric Development Company Log Angeles 31 California USA 
440 Cannon Electric Development Company Los Angeles 31 California USA 
440 Cannon Electric Development Company Los Angeles 31 California USA 
440 Cannon Electric Development Company, Division of Cannon Manufacturing Corp. Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company Los Angeles 31 California USA 
440 Cannon Electric Company, Sub. IT&T Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 








EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 











Code Company/Manufacturer Year Address City State Country 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric Los Angeles California USA 
440 ITT Cannon Electric 1987 Los Angeles California USA 
440 ITT Cannon 1989 Santa Ana California USA 
440 ITT Cannon 1994 Santa Ana California USA 
440 ITT Cannon 1995 Santa Ana California USA 
440 ITT Cannon Electronic 1996 Los Angeles California USA 
440 ITT Cannon Electric 2001 Los Angeles California USA 
441 Gilner Manufacturing Company Steger Illinois USA 
441 Gilner Manufacturing Company Steger Illinois USA 
441 International Electronics S.A. Athens Greece USA 
441 International Electronics S.A. Athens Greece USA 
442 J.B.T. Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments. Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
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442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 1987 New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 1989 New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 1994 New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 1995 New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 1996 New Haven Connecticut USA 
442 J-B-T Instruments, Inc. 2001 441 Chapel Street New Haven Connecticut USA 
443 Quakertown Luggage Company Philadelphia 47 Pennsylvania USA 
443 Quakertown Luggage Company Philadelphia 47 Pennsylvania USA 
443 Composite Microcircuits, Inc. Waltham Massachusetts USA 
443 Composite Microcircuits, Inc. Waltham Massachusetts USA 
443 Composite Microcircuits, Inc. Waltham Massachusetts USA 
444 A. F. Smuckler & Co. New York 6 New York USA 
444 A. F. Smuckler & Co. New York 10 New York USA 
444 A. F. Smuckler & Co. New York 10 New York USA 
444 A. F. Smuckler & Co. New York 6 New York USA 
445 Adler Manufacturing Co. Louisville 11 Kentucky USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 Mississippi Products, Inc. Jackson Mississippi USA 
445 GTE Automatic Electric, Inc. Northlake Illinois USA 
445 GTE Automatic Electric, Inc. Northlake Illinois USA 
445 GTE-Automatic Electric, Inc. North Lake Illinois USA 
445 GTE Automatic Electric, Inc. North Lake Illinois USA 
445 GTE Automatic Electric, Inc. North Lake Illinois USA 
445 GTE Automatic Electric, Inc. North Lake Illinois USA 
445 GTE Automatic Electric, Inc. North Lake Illinois USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
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446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Electric Mfg. Co. Ogallala Nebraska USA 
446 Good-All Capacitors/TRW Ogallala Nebraska USA 
446 TRW Capacitor Div. (Good-All) Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 TRW Capacitor Div. Ogallala Nebraska USA 
446 American Shizuki Corp/Ogallala Ogallala Nebraska USA 
446 American Shizuki Corp. 1989 Ogallala Nebraska USA 
446 ASC Capacitors, Ogallala Operations 1994 Ogallala Nebraska USA 
446 ASC Capacitors, Ogallala Operations 1995 Ogallala Nebraska USA 
446 ASC Capacitors 1997 Ogallala Nebraska USA 
447 Radionic Controls Chicago 18 Illinois USA 
447 Radionic Controls, Inc. Chicago 18 Illinois USA 
447 Radionic Controls, Inc. Chicago 18 Illinois USA 
447 Radionic Controls, Inc. Herrin Illinois USA 
447 Radionic Controls, Inc. Herrin Illinois USA 
447 Radionic Controls, Inc. Herrin Illinois USA 
447 Gulton Industries, Inc., Electronic Components Div. Metuchen New Jersey USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Radiomarine Corporation of America New York 13 New York USA 
448 Nippon Electric Co., Ltd. Minato-ku, Tokyo Japan 
448 Nippon Electric Co., Ltd. Minato-ku, Tokyo Japan 
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449 Wilder Manufacturing Corp Chicago 47 Illinois USA 
449 Wilder Manufacturing Corp. Chicago 47 Illinois USA 
449 Wilder Manufacturing Corp. Chicago 47 Illinois USA 
449 Wilder Manufacturing Corp. Herrin Illinois USA 
449 Wilder Manufacturing Corp. Herrin Illinois USA 
449 Wilder Manufacturing Corp. Herrin Illinois USA 
449 Wilder Engineering Products Chicago Illinois USA 
449 Wilder Engineering Products Chicago Illinois USA 
449 Wilder Engineering Products Chicago Illinois USA 
449 Wilder Engineering Products, Inc. Chicago Illinois USA 
449 Wilder Engineering Products, Inc. Evanston Illinois USA 
449 Wilder Engineering Products, Inc. Evanston Illinois USA 
450 Columbus Process Company, Inc. Columbus (E) Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 Columbus Process Co., Inc. Columbus Indiana USA 
450 CP Electronics, Inc. Columbus Indiana USA 
450 CP Electronics Inc. Columbus Indiana USA 
450 CP Electronics Inc. Columbus Indiana USA 
450 CP Electronics Inc. Columbus Indiana USA 
450 CP Electronics Inc. Columbus Indiana USA 
450 CP Electronics Inc. Columbus Indiana USA 
450 Masterite Industries, Inc. Torrance California USA 
450 Masterite Industries, Inc. Torrance California USA 
451 Vertrod Corporation New York 17 New York USA 
451 Vertrod Corporation New York 17 New York USA 
451 Elston Electronics Corp. Geneva New York USA 
451 Elston Electronics Corp. Geneva New York USA 
452 Empire Coil Company New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
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452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Empire Coil Company, Inc. New Rochelle New York USA 
452 Scot, Inc. Downers Grove Illinois USA 
452 Scot, Inc. 1989 Downers Grove Illinois USA 
452 Scot Electrical Products 1994 Downers Grove Illinois USA 
452 Scot Electrical Products 1995 Downers Grove Illinois USA 
452 Scot, Inc. 1996 Downers Grove Illinois USA 
452 Scot, Inc. 2001 2525 Curtiss Street Downers Grove Illinois USA 
453 Russell Electric Company Chicago 10 Illinois USA 
453 Russell Electric Company (Raytheon Manufacturing Company ) Chicago 10 Illinois USA 
453 Russell Electric Company (Raytheon Manufacturing Company ) Chicago 10 Illinois USA 
453 Russell Electric Company (Raytheon Manufacturing Company ) Chicago 9 Illinois USA 
453 Russell Electric Company Chicago 10 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company Chicago 8 Illinois USA 
454 Telequip Radio Company : : Chicago 8 Illinois USA 
454 NEC Technologies, Inc. 1994 Wood Dale Illinois USA 
454 NEC Technologies, Inc. 1995 Wood Dale Illinois USA 
454 NEC Technologies, Inc. 1996 Wood Dale Illinois USA 
454 NEC Technologies, Inc. 2001 1255 Michael Drive Wood Dale Illinois USA 
455 Dynavox Corporation Long Island City 1 New York USA 
455 Dynavox Corporation Long Island City 1 New York USA 
455 Dynavox Corporation Long Island City 1 New York USA 
455 Dynavox Corporation Long Island City 1 New York USA 
455 Toshiba Westinghouse Electronics Corp. Horseheads New York USA 
455 Toshiba Display Devices, Inc. Horseheads New York USA 
455 Toshiba Display Devices Horseheads New York USA 
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455 Toshiba Display Devices 1995 Horseheads New York USA 
455 Toshiba Display Devices, Inc. 1996 Horseheads New York USA 
455 Toshiba Display Devices, Inc. 1997 Horseheads New York USA 
455 Toshiba Display Devices, Inc. 1998 Horseheads New York USA 
455 Toshiba Display Devices, Inc. 1999 100 Westinghouse Circle Horseheads New York USA 
455 Toshiba Display Devices, Inc. 2001 Westinghouse Circle Horseheads New York USA 
456 Fisher Radio Corporation New York 17 New York USA 
456 Fisher Radio Corporation New York 17 New York USA 
456 Fisher Radio Company New York 17 New York USA 
456 Fisher Radio Corporation Long Island City 1 New York USA 
456 Shelley-Ragon, Inc. 1989 St. Paul Minnesota USA 
456 Shelley-Ragon, Inc. 1994 St. Paul Minnesota USA 
456 Shelley-Ragon, Inc. 1995 St. Paul Minnesota USA 
456 Shelley-Ragon, Inc. 1996 St. Paul Minnesota USA 
456 Shelley-Ragon, Inc. 2001 2515 Wabash Avenue __ St. Paul Minnesota USA 
457 Herlec Corporation Milwaukee 3 Wisconsin USA 
457 Herlec Corporation Milwaukee 3 Wisconsin USA 
457 Herlec Corporation, Sub. of Sprague Electric Co. Milwaukee 3 Wisconsin USA 
457 Herlec Corporation, Sub. of Sprague Electric Co. Milwaukee 3 Wisconsin USA 
457 Herlec Corporation, Sub. of Sprague Electric Co. Grafton Wisconsin USA 
457 Herlec Corporation, Sub. of Sprague Electric Co Grafton Wisconsin USA 
457 Sprague Electric Company of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin, Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin. Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin. Inc. Grafton Wisconsin USA 
457 Sprague of Wisconsin. Inc. Grafton Wisconsin USA 
458 General Aniline & Film Corporation New York 22 New York USA 
458 General Aniline & Film Corporation New York 22 New York USA 
458 General Aniline & Film Corporation New York 17 New York USA 
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Code Company/Manufacturer 
458 Communications Transistor Corp. 
458 Communications Transistor Corp. 
459 General Communication Company 
459 General Communication Company 
459 General Communication Company 
459 General Communication Company 
459 General Communication Company 
459 General Communication Company 
459 Digital Equipment Corp. 

459 Digital Equipment Corp. 

459 Digital Equipment Corp. 

459 Digital Equipment Corp. 

460 Dual Engineering Corporation 
460 Dual Engineering Corporation 
460 Dual Engineering Corporation 
460 Capacitor Technology, Inc. 
461 Barker & Williamson 

461 Barker & Williamson 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 Barker & Williamson, Inc. 

461 KEP, Inc. 

461 KEP, Inc. 

462 Communications Co., Inc. 
462 Communications Co., Inc. 
462 Communications Co., Inc. 
462 Communications Co., Inc. 
462 N.V. Philips Gloeilampenfabrieken, Elcomo Div. 





1994 
1995 
1996 
2001 
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Address City State Country 
San Carlos California USA 
San Carlos California USA 
Boston 15 Massachusetts USA 
Boston 15 Massachusetts USA 
Boston 15 Massachusetts USA 
Boston 15 Massachusetts USA 
Boston 15 Massachusetts USA 
Boston 15 Massachusetts USA 
Northboro Massachusetts USA 
Northboro Massachusetts USA 
Northborough Massachusetts USA 

20 Forbes Road Northboro Massachusetts USA 
Chicago 22 Illinois USA 
Chicago 22 Illinois USA 
Chicago 22 Illinois USA 
Ft. Wayne Indiana USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Upper Darby Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Bristol Pennsylvania USA 
Greenville Illinois USA 
Greenville Illinois USA 
Coral Gables 34 Florida USA 
Coral Gables 34 Florida USA 
Coral Gables 34 Florida USA 
Coral Gables 34 Florida USA 


Eindhoven 


The Netherlands 
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462 N.V. Philips Gloeilampenfabrieken 
462 N.V. Philips Gloeilampenfabrieken 
462 N.V. Philips Gloeilampenfabrieken 
462 N.V. Philips Gloeilampenfabrieken 
462 N.V. Philips Gloeilampenfabrieken 
463 Testing Instruments, Inc. 
463 Testing Instruments, Inc. 
463 Testing Instruments, Inc. 
463 Testing Instruments, Inc. 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Q. L. C. Corporation 
464 Phier Corp. 
464 Piher International Corp. 
464 Piher International Corp. 
464 Piher International Corp. 
464 Piher International Corp. 1989 
464 Piher International Corp. 1994 
464 Piher International Corp. 1995 
464 Piher International Corp., 1996 
464 Piher International Corp. 2001 
465 Oxford Electric Corporation 1949 


Address City State Country 
Eindhoven The Netherlands 
Eindhoven The Netherlands 
Eindhoven The Netherlands 
Eindhoven The Netherlands 
Eindhoven The Netherlands 
Dayton 2 Ohio USA 
Dayton 2 Ohio USA 
Dayton 2 Ohio USA 
Dayton 2 Ohio USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Summit New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Long Valley New Jersey USA 
Woburn Massachusetts USA 
Arlington Heights Illinois USA 
Arlington Heights Illinois USA 
Mt. Prospect Illinois USA 
Mt. Prospect Illinois USA 
Mt. Prospect Illinois USA 
Mt. Prospect Illinois USA 
Mt. Prospect Illinois USA 

903 Feehanville Drive Mt.Prospect Illinois USA 
Chicago 15 Illinois USA 
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465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 15 Illinois USA 
465 Oxford Electric Corporation Chicago 53 Illinois USA 
465 Oxford Electric Corporation Chicago 47 Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Electric Corporation Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co. Chicago Illinois USA 
465 Oxford Speaker Co./McGregor Loudspeaker Mfg./ Division of Oxford International Ltd. 1994 Chicago Illinois USA 
465 Oxford Speaker Co./McGregor Loudspeaker Mfg./ Division of Oxford International Ltd. 1995 Chicago Illinois USA 
465 Oxford Speaker Company 1996 Chicago Illinois USA 
465 Oxford Speaker Co. 2001 Chicago Illinois USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation. Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
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466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division. General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation (GMC) Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation (GMC) Kokomo Indiana USA 
466 Delco Radio Division, General Motors Corporation (GMC) Kokomo Indiana USA 
466 Delco Electronics, Div. of General Motors Corporation (GMC) 1987 Kokomo Indiana USA 
466 General Motors Hughes Electronics (formerly Delco Electronics) ite 1989 Kokomo Indiana USA 
466 General Motors Hughes Electronics (formerly Delco Electronics) 1994 Kokomo Indiana USA 
466 General Motors Hughes Electronics (formerly Delco Electronics) 1995 Kokomo Indiana USA 
466 General Motor Hughes Electronics 1996 Kokomo Indiana USA 
466 Delco Electronic 1997 Kokomo Indiana USA 
466 Delphi Delco Electronic Systems 1998 Kokomo Indiana USA 
466 Delphi Delco Electronics Systems 1999 PO Box 9005, MS E110 Kokomo Indiana USA 
466 GM Hughes Electronics/Delco Radio Div., GM Corp. 2001 Kokomo Indiana USA 
466 Delphi Delco Electronics Systems 2001 PO Box 9005 MS E110 Kokomo Indiana USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights. Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights. Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 Grigsby-Allison Company, Inc. Arlington Heights Illinois USA 
467 The Grigsby Company, Inc. Arlington Heights Illinois USA 
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467 The Grigsby Company, Inc. 0 Arlington Heights Illinois USA 
467 The Grigsby Company, Inc. Arlington Heights Illinois USA 
467 The Grigsby Company, Inc. Arlington Heights Illinois USA 
467 The Grigsby Company, Inc. Arlington Heights Illinois USA 
467 Standard Grigsby, Inc. Arlington Heights Illinois USA 
467 Standard Grigsby, Inc. Aurora Illinois USA 
467 Standard Grigsby, Inc. Melrose Park Illinois USA 
467 Standard Grigsby, Inc. Melrose Park Illinois USA 
467 Standard Grigsby, Inc. Melrose Park Illinois USA 
467 Standard Grigsby, Inc. Melrose Park Illinois USA 
467 Standard Grigsby Co. Aurora Illinois USA 
467 Standard Grigsby Co. Aurora Illinois USA 
467 Standard Grigsby Co. Aurora Illinois USA 
467 Standard Grigsby Co. 1987 Aurora Illinois USA 
467 Standard Grigsby Co. | 1989 | Aurora Illinois USA 
467 Standard Grigsby Co., A Division of Sun Chemical 2001 920 Rathbone Ave Aurora Illinois USA 
468 Cinaudagraph Speakers, Division of Aireon Manufacturing Corp. Kansas City 15 Kansas USA 
468 Cinaudagraph Speakers, Division of Aireon Manufacturing Corp. Kansas City 15 Kansas USA 
468 Cinaudagraph Speakers, Division of Aireon Manufacturing Corp. Kansas City 15 Kansas USA 
469 Gem Phono Manufacturing, Inc. New York 19 New York USA 
469 Actus Enterprises, Inc. 1994 Chicago Illinois USA 
469 Actus Enterprises, Inc. 1995 Chicago Illinois USA 
469 Actus Enterprises, Inc. 1996 Chicago Illinois USA 
470 Kings Electronics Company Brooklyn 5 New York USA 
471 Precision Parts Company Ann Arbor Michigan USA 
471 Seatronics, Ltd. Hong Kong 
471 Seatronics, Ltd. Hong Kong 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company North Bergen New Jersey USA 
472 Pyramid Electric Company Darlington South Carolina USA 
472 Pyramid Electric Company, Sub. General Instrument Corp. Darlington South Carolina USA 
472 Pyramid Electric Company, Sub. General Instrument Corp. Darlington South Carolina USA 
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472 TDK Corp. of America 1987 Skokie Illinois USA 
472 TDK Corp. of America 1989 Skokie Illinois USA 
472 TDK Corp. of America 1994 Mt. Prospect Illinois USA 
472 TDK Corp. of America 1995 Mt. Prospect Illinois USA 
472 TDK Corporation of America 1996 Mt. Prospect Illinois USA 
472 TDK Corp. 2001 1600 Feehanville Drive Mt. Prospect Illinois USA 
473 Tartak Speakers, Inc. Los Angeles 23 California USA 
473 Tartak Speakers, Inc. Los Angeles 23 California USA 
473 United Speakers, Inc. Los Angeles 23 California USA 
473 Northland Aluminum Products, Inc. 1994 Minneapolis Minnesota USA 
473 Northland Aluminum Products, Inc. 1996 Minneapolis Minnesota USA 
473 Northland Aluminum Products, Inc. 2001 5005 Highway 7 Minneapolis Minnesota USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Silver Spring Maryland USA 
474 Special Products Company Rockville Maryland USA 
474 Special Products Company Rockville Maryland USA 
474 Special Products Company Rockville Maryland USA 
475 Glass Products Co. Chicago 2 Illinois USA 
475 Glass Products Co. Chicago 2 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Glass Products Co. Chicago 37 Illinois USA 
475 Scientific Components, Inc. Santa Barbara California USA 
475 Scientific Components, Inc. Santa Barbara California USA 
475 Intellux, Inc. Santa Barbara California USA 
475 Intellux, Inc. Santa Barbara California USA 
475 Intellux, Inc. Santa Barbara California USA 
475 Intellux, Inc. Goleta California USA 
475 Intellux, Inc. Goleta California USA 
475 Intellux, Inc. Goleta California USA 
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475 Lynn Products, Inc. | 1989 | Torrance California USA 
475 Lynn Products, Inc. 1994 Torrance California USA 
475 Lynn Products, Inc. 1995 Torrance California USA 
475 Lynn Products, Inc. 1996 Torrance California USA 
475 Lynn Products, Inc. 2001 1601 Lockness Place Torrance California USA 
476 Airdesign, Inc. Upper Darby Pennsylvania USA 
476 Airdesign, Inc. Upper Darby Pennsylvania USA 
476 Airdesign, Inc. Upper Darby Pennsylvania USA 
476 SMK Electronics Corp. of America Carson California USA 
476 SMK Electronics Corp., USA Placenta California USA 
476 SMK Electronics Corp., USA Placentia California USA 
476 SMK Electronics Corp. Placentia California USA 
476 SMK Electronics Corp., USA Placentia California USA 
476 SMK Electronics Corporation of America Carson California USA 
476 SMK Electronics Corporation of America Placentia California USA 
476 SMK Manufacturing, Inc. 1055 Tierra Del Ray Chula Vista California USA 
476 SMK Electronics Corp. 113 East Savarona Way Carson California USA 
477 Electro-Tone Corporation Hoboken New Jersey USA 
477 Lansdale Transistor and Electronics, Inc. Tempe Arizona USA 
477 Lansdale Transistor and Electronics, Inc. Phoenix Arizona USA 
477 Lansdale Transistor and Electronics, Inc. Phoenix Arizona USA 
477 Lansdale Semiconductor 1987 Phoenix Arizona USA 
477 Lansdale Semiconductor | 1989 Phoenix Arizona USA 
477 Lansdale Semiconductor 1994 Tempe Arizona USA 
477 Lansdale Semiconductor 1995 Tempe Arizona USA 
477 Lansdale Transistor & Electronics, Inc 1996 Phoenix Arizona USA 
477 Lansdale Semiconductor, Inc. 1997 Tempe Arizona USA 
477 Lansdale Semiconductor, Inc. 1998 Tempe Arizona USA 
477 Lansdale Semiconductor, Inc. 1999 2502 W. Huntington Drive Tempe Arizona USA 
477 Lansdale Semiconductor 2001 2502 W. Huntington Drive Tempe Arizona USA 
478 Brennan Electronics, Inc. Milford Pennsylvania USA 
478 Brennan Electronics, Inc. Milford Pennsylvania USA 
479 The National Varnished Products Corp. Woodbridge New Jersey USA 
479 The National Varnished Products Corp. Woodbridge New Jersey USA 
479 The National Varnished Products Corp. Woodbridge New Jersey USA 
479 The National Varnished Products Corp. Woodbridge New Jersey USA 
479 Natvar Corporation Woodbridge New Jersey USA 
479 SPTC, Inc. 1987 Van Nuys California USA 
479 CRT Scientific Corp. | 1989 Van Nuys California USA 


479 CRT Scientific Corp. 1994 Van Nuys California USA 
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479 CRT Scientific Corp. 1995 Van Nuys California USA 
479 CRT Scientific Corp. 1996 Van Nuys California USA 
479 CRT Scientific Corp. 2001 14747 Raymer Street Van Nuys California USA 
480 Custom Magnetics, Inc. North Manchester Indiana USA 
480 Custom Magnetics, Inc. N. Manchester Indiana USA 
480 Custom Magnetics, Inc. North Manchester Indiana USA 
480 Custom Magnetics, Inc. } 1987 N. Manchester Indiana USA 
480 Custom Magnetics, Inc. 1989 North Manchester Indiana USA 
480 Custom Magnetics, Inc. 1994 North Manchester Indiana USA 
480 Custom Magnetics, Inc. 1995 North Manchester Indiana USA 
480 Custom Magnetics, Inc. 1996 North Manchester Indiana USA 
480 Custom Magnetics, Inc. 1997 N. Manchester Indiana USA 
480 Custom Magnetics Inc. 1999 801 W. Main St. N. Manchester Indiana USA 
480 Custom Magnetics, Inc. 2001 801 W. Main Street North Manchester Indiana USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Port Washington New York USA 
481 Harnett Electric Corporation Riverhead New York USA 
481 Inductive Components, Inc. Port Washington New York USA 
481 Inductive Components, Inc. Port Washington New York USA 
481 Inductive Components, Inc. Port Washington New York USA 
481 Inductive Components, Inc. Hauppauge New York USA 
481 Inductive Components, Inc. Hauppauge New York USA 
481 Inductive Components, Inc. Hauppauge New York USA 
481 Inductive Components, Inc. Hauppauge New York USA 
481 Inductive Components, Inc. Hauppauge New York USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12. Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 
482 Rada Products Co. Chicago 12 Illinois USA 


482 Rada Products Co. Chicago 12 Illinois USA 
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482 DLW Audio Consultants, Inc. 1987 Blue Ball Pennsylvania USA 
482 DLW Audio Consultants, Inc. | 1989 Stevens Pennsylvania USA 
482 DLW Audio Consultants, Inc. 1994 Stevens Pennsylvania USA 
482 DLW Audio Consultants, Inc. 1995 Stevens Pennsylvania USA 
482 DLW Audio Consultants, Inc. 1996 Stevens Pennsylvania USA 
482 DLW Audio Consultants, Inc. 1997 Stevens Philadelphia USA 
482 DLW Audio Consultants, Inc. 1998 Stevens Philadelphia USA 
482 DLW Audio Consultants, Inc. 1999 PO Box 123, 11 Stevens Stevens Philadelphia USA 
482 DLW Audio Consultants, Inc. 2001 1030 Main Street Box 30° Blue Ball Pennsylvania USA 
483 Houston Radio & Television Co. Houston Texas USA 
483 Houston Radio & Television Co. Houston Texas USA 
483 Houston Radio & Television Co. Houston Texas USA 
484 Shurite Meters New Haven 8 Connecticut USA 
484 Shurite Meters New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8 Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8 Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters (J-B-T Instruments, Inc.) New Haven 8& Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven 8& Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven 8 Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters, Sub. of J-B-T Instruments, Inc. New Haven Connecticut USA 
484 Shurite Meters New Haven Connecticut USA 
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484 Shurite Meters New Haven Connecticut USA 
485 Scott Radio Laboratories, Inc. Chicago 40 Illinois USA 
485 Scott Radio Laboratories, Inc. Chicago 40 Illinois USA 
485 Scott Radio Laboratories, Inc. Chicago 40 Illinois USA 
485 Scott Radio Laboratories, Inc. Chicago 40 Illinois USA 
485 Inselek Co. Princeton New Jersey USA 
485 Inselek Co. Princeton New Jersey USA 
486 Lectrovision, Inc. New Rochelle New York USA 
486 Lectrovision, Inc. New Rochelle New York USA 
486 Lectrovision, Inc. New Rochelle New York USA 
486 Quality Service Electronics Milford Illinois USA 
486 Quality Service Electronics Milford Illinois USA 
486 Quality Service Electronics Milford Illinois USA 
486 Quality Service Electronics Watseka Illinois USA 
486 Quality Service Electronics Watseka Illinois USA 
486 Quality Service Electronics Watseka Illinois USA 
486 Quality Service Electronics 1989 Watseka Illinois USA 
486 QSE, Inc. 1994 Watseka Illinois USA 
486 QSE, Inc. 1995 Watseka Illinois USA 
486 CP Clare Corp. 1996 Lexington Massachusetts USA 
486 Quality Service Electronics 1996 Milford Illinois USA 
486 Quality Service Electronics (QSE) 1997 Watseka Illinois USA 
486 Quality Service Electronics 1998 Watseka Illinois USA 
486 Quality Service Electronics 1999 420 W. Hickory St. Watseka Illinois USA 
486 Quality Service Electronics 2001 21 East Jones Street Milford Illinois USA 
487 Hudson Electronics Corporation Mount Vernon New York USA 
487 Hudson Electronics Corporation Mount Vernon New York USA 
487 BIBCO, Inc. 1994 Benton Harbor Missouri USA 
487 BIBCO, Inc. 1995 Benton Harbor Missouri USA 
487 Bibco, Inc. 1996 Benton Harbor Michigan USA 
487 BIBCO, Inc. 2001 326 E. Main Street Benton Harbor Missouri USA 
488 EXAR Corporation 1987 Sunnyvale California USA 
488 EXAR Corporation 1989 Sunnyvale California USA 
488 EXAR Corporation 1994 Stone Park California USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
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489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Grass Lake Michigan USA 
489 Radio Television Products Corp. Scottsburg Indiana USA 
489 Radio Television Products Corp. Scottsburg Indiana USA 
489 Radio Television Products Corp. Douglas Arizona USA 
489 Radio Television Products Corp. Douglas Arizona USA 
489 Radio Television Products Corp. Douglas Arizona USA 
489 Radio Television Products Corp. 1987 Douglas Arizona USA 
489 Radio Television Products Corp. 4989 Douglas Arizona USA 
489 Radio Television Products Corp. 1994 North Haven Connecticut USA 
489 Radio Television Products Corp. 1995 North Haven Connecticut USA 
489 Radio Television Products Corp. 1996 Douglas Arizona USA 
489 Radio Television Products Corporation 1997 Douglas Arizona USA 
489 Radio Television Products Corporation 1998 Douglas Arizona USA 
489 Radio Television Products Corp. 2001 Douglas Arizona USA 
490 Union Electronics Corp. - According to official ECIA documents 38-01 Queens Blvd. Long Island City New York USA 
491 Salom Electric Co., Ltd. Taipei Taiwan 
491 Salom Electric Co., Ltd. Taipei Taiwan 
491 Salom Electric Co., Ltd. Taipei Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 1987 Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 1989 Taipei Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 1994 Taipei Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 1995 Taipei Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 1996 Kaohsiung Taiwan 
491 Salom Electric Co., Ltd. 2001 403 Chiu Ju 1st Road Taipei Kaohsiung Taiwan 


492 Northeastern Engineering, Inc. - According to official ECIA documents Bedford St. Manchester New Hampshire USA 
493 Dormitzer Electric & Manufacturing Corp. Boston 15 Massachusetts USA 
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493 Dormitzer Electric & Manufacturing Corp. Boston 15 Massachusetts USA 
493 Dormitzer Electric & Manufacturing Corp. Boston 15. Massachusetts USA 
493 Dormitzer Electric & Manufacturing Co., Inc. Cambridge 40 Massachusetts USA 
493 Dormitzer Electric & Manufacturing Co., Inc. Cambridge 40 Massachusetts USA 
493 Dormitzer Electric & Manufacturing Co., Inc. Cambridge 40 Massachusetts USA 
493 Better Electronics Corp. Taipei Taoyuan Taiwan 
493 Better Electronics Corp. Taipei Taoyuan Taiwan 
493 Better Electronics Corp. Taipei Taiwan 
493 Better Electronics Corp. Taipei Taiwan 
493 Better Electronics Corp. Taipei Taoyuan Taiwan 
493 Better Electronics Corp. 1987 | Taipei Taiwan 
493 MagneTek Better Electronics Corp., Div of MagneTek Inc. 1989 Taipei Taoyuan Taiwan 
493 MagneTek Better Electronics Corp., Div of MagneTek Inc. 1994 Taipei Taoyuan Taiwan 
493 MagneTek Better Electronics Corp., Div of MagneTek Inc. 1995 Taipei Taoyuan Taiwan 
493 MagneTek, Better Electronics Corporation 1996 Taipei Taiwan 
493 MagneTek Better Electronics Corp. 2001 PO Box 1235 Taipei Taoyuan Taiwan 


494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So: Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 
494 Fidelity Products Co., Inc. So. Orange New Jersey USA 

: So. Orange New Jersey USA 
495 Aura Manufacturing 1989 North Haven Connecticut USA 


494 Fidelity Products Co., Inc. 











495 Etos Fujikura North Haven, Inc. 1994 North Haven Connecticut USA 
495 Etos Fujikura North Haven, Inc. 1995 North Haven Connecticut USA 
497 International Electro Exchange Corp. Minneapolis Minnesota USA 
497 International Electro Exchange Corp. Eden Prairie Minnesota USA 
497 IEE/Schadow Eden Prairie Minnesota USA 
497 ITT/Schadow Eden Prairie Minnesota USA 
497 ITT/Schadow Eden Prairie Minnesota USA 
497 ITT/Schadow 1987 Eden Prairie Minnesota USA 
497 ITT Schadow 1989 Eden Prairie Minnesota USA 
497 ITT Schadow 1994 Eden Prairie Minnesota USA 
497 ITT Shadow 1995 Eden Prairie Minnesota USA 
497 ITT Shadow, Inc. 1996 Eden Prairie Minnesota USA 
497 ITT Shadow, Inc. 2001 8081 Wallace Road Eden Prairie Minnesota USA 


498 _ Radio Mfg. Engineers, Inc. 1949 Peoria 6 Ilinois USA 
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498 Radio Mfg. Engineers, Inc. Peoria 6 Illinois USA 
498 Radio Mfg. Engineers, Inc. Peoria 6 Illinois USA 
498 Laser Link Corp. Woodbury New York USA 
498 Laser Link Corp. Woodbury New York USA 
499 Speaker Corporation of Chicago Chicago 22 Illinois USA 
499 Speaker Corporation of Chicago Chicago 22 Illinois USA 
499 Speaker Corporation of Chicago Chicago 22 Illinois USA 
499 Times Fiber Communications, Inc. 1987 Wallingford Connecticut USA 
499 Times Fiber Communications, Inc. Wallingford Connecticut USA 
500 SSM Div. of Thomson-CSF Components Corp. Montgomeryville Pennsylvania USA 
500 SSM Div. of Thomson-CSF Components Corp. Montgomeryville Pennsylvania USA 
500 Thomson-CSF Components/Semiconductor Div. 1987 Montgomeryville Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Piezo Company Carlisle Pennsylvania USA 
501 Standard Electronics, Division of Hupp Corp. Carlisle Pennsylvania USA 
501 Hupp Electronics Co. Forest Park Illinois USA 
501 Hupp Electronics Co. Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company Carlisle Pennsylvania USA 
501 Piezo Crystal Company 1987 | Carlisle Pennsylvania USA 
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501 Piezo Crystal Company 1989 Carlisle Pennsylvania USA 
501 Piezo Crystal Company 1994 Carlisle Pennsylvania USA 
501 Piezo Crystal Company 1995 Carlisle Pennsylvania USA 
501 Piezo Crystal Company 1996 Carlisle Pennsylvania USA 
501 Piezo Crystal Company 2001 Carlisle Pennsylvania USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 American Radio Hardware Co., Inc. Mt. Vernon New York USA 
502 Vibratol Div., Electronics Group, Inc. Wheeling Illinois USA 
503 Brook Electronics, Inc. Elizabeth 2 New Jersey USA 
503 Brook Electronics, Inc. Elizabeth 2 New Jersey USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Caledonia Electronics & Transformer Corp. Caledonia New York USA 
503 Commander Communications Division of Electronics Group, Inc. Wheeling Illinois USA 
503 Commander Communications Division of Electronics Group, Inc. Wheeling Illinois USA 
503 Commander Communications Division of Electronics Group, Inc. Wheeling Illinois USA 
503 Commander Communications Division of Electronics Group, Inc. Wheeling Illinois USA 
503 Commander Communications Division of Electronics Group, Inc. Wheeling Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 














Code Company/Manufacturer Year Address City State Country 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 The James Knights Company Sandwich Illinois USA 
504 CTS Knights, Inc. Sandwich Illinois USA 
504 Beta-Com Div., Electronics Group Wheeling Illinois USA 
504 Beta-Com Div., Electronics Group, Inc. Wheeling Illinois USA 
504 Beta-Com Div., Electronics Group., Inc. Wheeling Illinois USA 
505 Precision Apparatus Company, Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company, Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company, Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company, Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company, Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company. Inc. Elmhurst, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Precision Apparatus Company, Inc. Glendale 27, L. I. New York USA 
505 Testron Div., Electronics Group Wheeling Illinois USA 
506 Micarta Fabricators, Inc. Chicago 40 Illinois USA 
506 Micarta Fabricators, Inc. Chicago 40 Illinois USA 
506 Micarta Fabricators, Inc. Chicago 40 Illinois USA 
506 Avnet Industries (Malaysia) SDN BHD Johor Malaysia 
507 John Volkert Metal Stampings, Inc. Brooklyn 5 New York USA 
507 John Volkert Metal Stampings, Inc. Brooklyn 5 New York USA 
507 John Volkert Metal Stampings, Inc. Queens Village, L. |. New York USA 
507 John Volkert Metal Stampings, Inc. Queens Village, L. |. New York USA 
507 John Volkert Metal Stampings, Inc. Queens Village, L. |. New York USA 
507 John Volkert Metal Stampings, Inc. Queens Village 29, L. I. New York USA 
507 John Volkert Metal Stampings, Inc. Queens Village 29, L. I. New York USA 
507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
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507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
507 Volkert Stampings, Inc. Queens Village 29, L. I. New York USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland 8 Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
508 The Hickok Electrical Instrument Co. Cleveland Ohio USA 
509 Amphenol Industrial Div., Bunker-Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol Industrial Div., Bunker Ramo Corp. Chicago Illinois USA 
509 Amphenol North America, Div. of Bunker Ramo Northbrook Illinois USA 
509 Amphenol North America, Div. of Bunker Ramo Northbrook Illinois USA 
510 Providence Co. Media Pennsylvania USA 
510 Providence Co. Media Pennsylvania USA 
510 Providence Co. Media Pennsylvania USA 
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510 Providence Co. 1987 Media Pennsylvania USA 
510 Providence Co. 1989 Media Pennsylvania USA 
510 Providence Co. 1994 Media Pennsylvania USA 
510 Providence Co. 1995 Media Pennsylvania USA 
510 The Providence Company 1996 Ridley Park Pennsylvania USA 
510 Providence Co. 2001 35 West Sellers Ave Ridley Park Pennsylvania USA 
511 The Joyner Corporation Chicago 44 Illinois USA 
511 The Joyner Corporation Chicago 44 Illinois USA 
511 The Joyner Corporation Chicago 44 Illinois USA 
511 The Joyner Corporation Chicago 44 Illinois USA 
511 Lectromagnetics, Inc. 1989 Los Angeles California USA 
511 Lectromagnetics, Inc. 1994 Los Angeles California USA 
511 Lectromagnetics, Inc. 1995 Los Angeles California USA 
511 Lectromagnetics, Inc 1996 Los Angeles California USA 
511 Lectromagnetics, Inc. 2001 6056 West Jefferson Blvc Los Angeles California USA 
512 Electronic Associates, Inc. Long Branch New Jersey USA 
512 Electronic Associates, Inc. Long Branch New Jersey USA 
512 Electronic Associates, Inc. Long Branch New Jersey USA 
512 Dynatech Corp. Santa Ana California USA 
512 Dynatech Corp. Santa Ana California USA 
513 Houston Transformer Co. Houston Texas USA 
513 Houston Transformer Co. Houston Texas USA 
513 Houston Transformer Co. Houston Texas USA 
513 Houston Transformer Co. Houston Texas USA 
513 Houston Transformer Co. 1994 Houston Texas USA 
513 Houston Transformer Co. 1995 Houston Texas USA 
513 Houston Transformer Company 1996 Houston Texas USA 
513 Houston Transformer Company 1997 Houston Texas USA 
513 Houston Transformer Company 1998 Houston Texas USA 
513 Houston Transformer Company 1999 5727 Braxton Drive Houston Texas USA 
513 Houston Transformer Co. 2001 5725 Braxton Houston Texas USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Audio Electric Company Chicago 26 Illinois USA 
514 Peerless Audio Mfg. Corp. Leominster Massachusetts USA 
514 Peerless Audio Mfg. Corp. Leominster Massachusetts USA 
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514 Peerless Audio Mfg. Corp. 1987 Leominster Massachusetts USA 
514 Peerless Audio Mfg. Corp. Leominster Massachusetts USA 
515 Electronic Components Corporation Chicago 10 Illinois USA 
515 Electronic Components Corporation Chicago 10 Illinois USA 
515 Electronic Components Corporation Chicago 10 Illinois USA 
515 Electronic Components Corporation Chicago 10 Illinois USA 
515 Electronic Components Corporation Chicago 10 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Chicago 8 Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation Addison Illinois USA 
515 Electronic Components Corporation 1987 Addison Illinois USA 
515 Electronic Components Corporation 1989 Addison Illinois USA 
515 Electronic Components Corporation 1994 Addison Illinois USA 
515 Electronic Components Corporation 1995 Addison Illinois USA 
515 Electronic Components Corp. 1996 Addison Illinois USA 
515 Electronic Components Corporation 2001 793 Winthrop Ave., Box 1 Addison Illinois USA 
516 United Condenser Corporation New York 54 New York USA 
516 United Condenser Corporation New York 54 New York USA 
516 United Condenser Corporation New York 54 New York USA 
516 United Condenser Corporation New York 54 New York USA 
516 United Condenser Corporation New York 54 New York USA 
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516 United Condenser Corporation New York 54 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation New York 56 New York USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
516 United Condenser Corporation Passaic New Jersey USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
517 Audak Company, Inc. New York 18 New York USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
518 Sampson Electric Products Co. Clinton North Carolina USA 
519 American Volume Control Corporation New York 6 New York USA 
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519 American Volume Control Corporation New York 6 New York USA 
519 American Volume Control Corporation New York 6 New York USA 
519 American Volume Control Corporation New York 6 New York USA 
519 Signetics Corp., Sub. of Corning Glass Sunnyvale California USA 
519 Signetics Corp., Sub. of Corning Glass Sunnyvale California USA 
519 Signetics Corp., Sub. of Corning Glass Sunnyvale California USA 
519 Signetics Corp., Sub. of Corning Glass Sunnyvale California USA 
519 Signetics Corp., Sub. of Corning Glass Sunnyvale California USA 
519 Signetics Corp., Sub. of Corning Glass Works 1987 Sunnyvale California USA 
519 Signetics Corp., Sub. of N.A. Philips Corp. 1989 Sunnyvale California USA 
519 Signetics Corp., Sub. of N.A. Philips Corp. 1994 Sunnyvale California USA 
519 Signetics Corp., Sub. of N.A. Philips Corp. 1995 Sunnyvale California USA 
519 Philips Semiconductor 1996 Sunnyvale California USA 
519 Signetic Corp. 2001 811 East Arques Avenue Sunnyvale California USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Brooklyn 17 New York USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
520 Schneider & Marquard, Inc. Newton New Jersey USA 
521 Valpey Crystal Corporation Holliston Massachusetts USA 
521 Tyco-Filter Company Phoenix Arizona USA 
521 Tyco-Filter Company Phoenix Arizona USA 





521 K & L Quartztek, Inc. 1987 Phoenix Arizona USA 
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521 K & L Quartztek, Inc. 1989 Phoenix Arizona USA 
522 Manchester Electronics No. Manchester Indiana USA 
522 Manchester Electronics No. Manchester Indiana USA 
523 Transmitter Equipment Mfg. Co., Inc. New York 14 New York USA 
523 Transmitter Equipment Mfg. Co., Inc. New York 14 New York USA 
523 Transmitter Equipment Mfg. Co., Inc. New York 14 New York USA 
523 Dialight Corporation Brooklyn New York USA 
523 Dialight Div., Amperex Electronic Corp. Brooklyn New York USA 
523 Dialight Div., Amperex Electronic Corp. Brooklyn New York USA 
523 Dialight Div., Amperex Electronic Corp. Brooklyn New York USA 
523 Dialight Div., Amperex Electronic Corp. 1987 | Brooklyn New York USA 
523 Dialight Corporation Manasquan New York USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago 18 Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwee Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Triwec Transformer Company Chicago Illinois USA 
524 Wabash, Inc., Wabash Transformer Div. Huntington Indiana USA 
524 Wabash, Inc., Wabash Transformer Div. Huntington Indiana USA 
524 Wabash, Inc., Wabash Transformer Div. 1987 Huntington Indiana USA 


524 Wabash, Inc., Wabash Transformer Div. 1989 Huntington Indiana USA 
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524 Wabash, Inc., Wabash Relay Div. 1994 Wabash Indiana USA 
524 Wabash, Inc., Wabash Relay Div. 1995 Wabash Indiana USA 
524 Wabash, Inc., Wabash Relay Div. 1996 Huntington Indiana USA 
524 Wabash, Inc. 2001 1375 Swan Street Huntington Indiana USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Crucible Steel Company of America New York 17 New York USA 
525 Omnetics, Inc. Minneapolis Minnesota USA 
525 Omnetics Connector Corp. 1987 Minneapolis Minnesota USA 
525 Omnetics Connector Corp. 1989 Minneapolis Minnesota USA 
525 Omnetics Connector Corp. 1994 Minneapolis Minnesota USA 
525 Omnetics Connector Corp. 1995 Minneapolis Minnesota USA 
525 Omnetics Inc. 1996 Minneapolis Minnesota USA 
525 Omnetics Connector Corp. 1997 Minneapolis Minnesota USA 
525 Omnetics, Inc. 2001 1900 Central Ave.,NE Minneapolis Minnesota USA 
526 Prem Enterprises, Inc. McHenry Illinois USA 
526 Prem Enterprises, Inc. McHenry Illinois USA 
526 Prem Magnetics, Inc. McHenry Illinois USA 
526 Prem Magnetics, Inc. McHenry Illinois USA 
526 Prem Magnetics, Inc. McHenry Illinois USA 
526 Prem Magnetics, Inc. McHenry Illinois USA 
526 Prem Magnetics, Inc. 1994 McHenry Illinois USA 
526 Prem Magnetics, Inc. 1995 McHenry Illinois USA 
526 Prem Enterprises, Inc. 1996 McHenry Illinois USA 
526 Prem Magnetics, Inc. 1997 McHenry Illinois USA 
526 Prem Magnetics, Inc. 1998 McHenry Illinois USA 
526 Prem Magnetics, Inc. 1999 3521 N. Chapel Hill Road McHenry Illinois USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
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527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey Crystal Corporation Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valpey-Fisher Corp. Holliston Massachusetts USA 
527 Valtec/Valpey-Fisher Div. Hopkinton Massachusetts USA 
528 Columbus Electronics Corp. Yonkers New York USA 
528 Columbus Electronics Corp. Yonkers New York USA 
528 Columbus Electronics Corp. Yonkers New York USA 
528 Columbus Electronics Corp. Yonkers New York USA 
528 Columbus Electronics Corp. Yonkers New York USA 
528 Computer Products Div./General Instrument Corp. El Paso Texas USA 
528 Computer Products Div./General Instrument Corp. El Paso Texas USA 
528 Transportation Electronics General Instrument Co. El Paso Texas USA 
528 Transportation Electronics/General Instrument Co. El Paso Texas USA 
528 General Instrument Co./Computer Products Division El Paso Texas USA 
528 Computer Products Div. General Instrument Corp. 2001 11801 Miriam Drive Ei Paso Texas USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
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529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. 1 Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
529 Wheeler Laboratories, Inc., Sub. Hazeltine Corp. Great Neck New York USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 14 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 14 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 14 Ohio USA 
530 Clippard Instrument Laboratory; Inc. Cincinnati 14 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 14 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 31 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 31 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 31 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 31 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 24 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 39 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 39 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 39 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 39 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati 39 Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati Ohio USA 
530 Clippard Instrument Laboratory, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
530 Clippard Instrument, Inc. Cincinnati Ohio USA 
531 Tetra Fan USA, Inc. 1987 Mt. View California USA 
531 Tetra Fan USA, Inc. 1989 Mt. View California USA 
531 Tetra Fan USA, Inc. 1994 Mt. View California USA 
531 Tetra Fan USA, Inc. 1996 Mt. View California USA 
531 Tettra Fan USA, Inc. 2001 2241 Charleston Road, S Mt. View California USA 


532 Ward Leonard Electric Co. 1949 Mount Vernon New York USA 
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532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Ward Leonard Electric Co. Mount Vernon New York USA 
532 Alcoa Fuji Lmt. Duncan South Carolina USA 
532 Alcoa Fuji Lmt. Duncan South Carolina USA 
533 New Product Engineering, Inc., Sub. Wabash Magnetics, Inc. Wabash Indiana USA 
533 Saronix Palo Alto California USA 
533 Saronix Palo Alto California USA 
533 Saronix Palo Alto California USA 
533 Saronix Palo Alto California USA 
533 Saronix Palo Alto California USA 
533 Saronix Palo Alto California USA 
533 Saronix 4010 Transport Street Palo Alto California USA 
535 Hedco Manufacturing Corporation Bronx 67 New York USA 
535 Hedco Manufacturing Corporation Bronx 67 New York USA 
535 Hedco Manufacturing Corporation Mt. Vernon New York USA 
535 Hedco Manufacturing Corporation Chicago 10 Illinois USA 
535 Hedco Manufacturing Corporation Chicago 10 Illinois USA 
535 Hedco Manufacturing Corporation Chicago 10 Illinois USA 
535 Hedco Manufacturing Corporation Chicago 10 Illinois USA 
536 Tel-Instrument Co., Inc. East Rutherford New Jersey USA 
536 Tel-Instrument Co., Inc. East Rutherford New Jersey USA 
536 Tel-Instrument Co., Inc. East Rutherford New Jersey USA 
536 Tel-Instrument Co., Inc. East Rutherford New Jersey USA 
536 Tel-Instrument Co., Inc. East Rutherford New Jersey USA 
536 Tel-Instrument Co., Inc. Carlstadt New Jersey USA 
536 Tel-Instrument Co., Inc. Carlstadt New Jersey USA 
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536 Tel-Instrument Electronics Corp. Carlstadt New Jersey USA 
537 Roger M. Wise, Inc. Rockville Center, L. | New York USA 
537 Roger M. Wise, Inc. Rockville Center, L. | New York USA 
538 Pyroferric Company New York 67 New York USA 
538 Pyroferric Company New York 67 New York USA 
538 Pyroferric Company New York 67 New York USA 
538 Pyroferric Company New York 67 New York USA 
538 Globe Southbridge Tool & Die Co., Inc. Southbridge Massachusetts USA 
539 Powdered Metal Products Corporation of America Franklin Park Illinois USA 
539 Powdered Metal Products Corporation of America Franklin Park Illinois USA 
539 Powdered Metal Products Corporation of America Franklin Park Illinois USA 
539 Powdered Metal Products Corporation of America Franklin Park Illinois USA 
539 Powdered Metal Products Corporation of America Franklin Park Illinois USA 
539 The Yale & Towne Manufacturing Co., Powdered Metal Products Division Franklin Park Illinois USA 
539 The Yale & Towne Manufacturing Co., Powdered Metal Products Division Franklin Park Illinois USA 
539 The Yale & Towne Manufacturing Co., Powdered Metal Products Division Franklin Park Illinois USA 
539 The Yale & Towne Manufacturing Co., Powdered Metal Products Division Franklin Park Illinois USA 
539 The Yale & Towne Manufacturing Co., Powdered Metal Products Division Franklin Park Illinois USA 
540 Radio Industries, Inc. Chicago 18 Illinois USA 
540 Radio Industries, Inc. Chicago 18 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Chicago 40 Illinois USA 
540 Radio Industries, Inc. Des Plaines Illinois USA 
540 Radio Industries, Inc. Des Plaines Illinois USA 
540 Radio Industries, Inc. Des Plaines Illinois USA 
540 Radio Industries, Inc. Des Plaines Illinois USA 
540 Everbright Lotus CPT Manufacturing, Ltd. Hong Kong 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
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541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 Industrial Television, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics. Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
541 ITI Electronics, Inc. Clifton New Jersey USA 
542 SCI Manufacturing 1989 Colorado Springs Colorado USA 
542 SCI Manufacturing 1994 Colorado Springs Colorado USA 
543 The Nielsen Television Corp. Norwalk Connecticut USA 
543 The Nielsen Television Corp. Norwalk Connecticut USA 
543 The Nielsen Television Corp. Norwalk Connecticut USA 
543 Murata Erie North America, Inc. 1987 Marietta Georgia USA 
543 Murata Erie North America, Inc. 1989 Smyrna Georgia USA 
543 Murata Erie North America, Inc. 1994 Smyrna Georgia USA 
543, Murata Erie North America, Inc. 1995 Smyrna Georgia USA 
543 Murata Erie North America, Inc. 1996 Marietta Georgia USA 
543 Murata Erie North America, Inc. 1997 Smyrna Georgia USA 
543, Murata Electronics North America, Inc. 1999 2200 Lake Park Drive Smyrna Georgia USA 
543 Murata Erie North America, Inc. 2001 1148 Franklin Road, SE Marietta Georgia USA 
544 Stephens Manufacturing Corp. Culver City California USA 
544 Stephens Manufacturing Corp. Culver City California USA 
544 Stephens Manufacturing Corp. Culver City California USA 
544 Stephens Manufacturing Corp. Culver City California USA 
544 Cramer Coil & Transformer Co., Inc. 1989 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 1994 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 1995 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 1996 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 1997 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 1998 Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co. 1999 401 Progress Drive, PO E Saukville Wisconsin USA 
544 Cramer Coil & Transformer Co., Inc. 2001 401 Progress Drive Saukville Wisconsin USA 


545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
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545 Electronic Enterprises, Inc. Newark 4. New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark 4 New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises. Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
545 Electronic Enterprises, Inc. Newark New Jersey USA 
546 The Colber Corporation 1987 Irvington New Jersey USA 
546 The Colber Corporation 1989 Irvington New Jersey USA 
546 The Colber Corporation 1994 Irvington New Jersey USA 
546 The Colber Corporation 1995 Irvington New Jersey USA 
546 The Colber Corporation 1996 Irvington New Jersey USA 
546 Colber Corporation 1997 Irvington New Jersey USA 
546 The Colber Corporation 2001 26-28 Buffington Street Irvington New Jersey USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson 6 New York USA 
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547 Anaconda Wire & Cable Company Hastings-On-Hudson New York USA 
547 Anaconda Wire & Cable Company Hastings-On-Hudson New York USA 
547 ERO Components, Inc. Cazenovia New York USA 
547 STK Electronics, Inc. Cazenovia New York USA 
547 STK Electronics, Inc. 1987 Cazenovia New York USA 
547 STK Electronics, Inc. 1989 Cazenovia New York USA 
547 STK Electronics 2001 67 Albany Street Cazenovia New York USA 
548 B. J. Toegel, Inc. Elizabeth New Jersey USA 
548 B. J. Toegel, Inc. Elizabeth New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
548 B. J. Toegel, Inc. Plainfield New Jersey USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago 14 Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 


549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
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549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Coil & Transformer Co. Chicago Illinois USA 
549 Mid-West Transformer Co. Chicago Illinois USA 
549 Mid-West Transformer Co Grayslake Illinois USA 
549 Mid-West Transformer Co. Grayslake Illinois USA 
549 Mid-West Transformer Co. Grayslake Illinois USA 
549 Mid-West Transformer Co. 1987 Grayslake Illinois USA 
549 MIDWESCO Enterprises, Inc. lites 1989 Chicago Illinois USA 
549 MIDWESCO Enterprises, Inc. 1994 Chicago Illinois USA 
549 MIDWESCO Enterprises, Inc. 1995 Chicago Illinois USA 
549 Mid-West Transformer Co. 1996 Chicago Illinois USA 
549 Mid-West 2001 1642 N. Halsted Street Chicago Illinois USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newsburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Company Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Standard Winding Co., Div. of Ovitron Corp. Newburgh New York USA 
550 Dantona Industries, Inc. | Lynbrook New York USA 
550 Dantona Industries, Inc. 1994 Lynbrook New York USA 
550 Dantona Industries, Inc. 1995 Lynbrook New York USA 
550 Dantona Industries, Inc. 1996 Lynbrook New York USA 


550 Dantona Industries 2001 415 Whitehall Street PO | Lynbrook New York USA 
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551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 American Television & Radio Co. St. Paul 1 Minnesota USA 
551 ATR Electronics, Inc. St. Paul 1 Minnesota USA 
551 ATR Electronics, Inc. St. Paul 1 Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minn USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics. Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc., St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
551 ATR Electronics, Inc. St. Paul Minnesota USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
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552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Otis Radio & Electric Corp. Hawarden lowa USA 
552 Coilcraft, Inc. 1997 Cary Illinois USA 
552 Coilcraft, Inc. 1998 Cary Illinois USA 
552 Coilcraft, Inc. 1999 1102 Silver Lake Road Cary Illinois USA 
553 Wesco Electric Company, Inc. Chicago 30 Illinois USA 
553 Wesco Electric Company, Inc. Chicago 30 Illinois USA 
553 Wesco Electric Company, Inc. Chicago 30. Illinois USA 
553 Wesco Electric Company, Inc. Chicago 30 Illinois USA 
553 Wesco Electric Company, Inc. Chicago 30. Illinois USA 
553 Wesco Electric Company, Inc. Chicago 31 Illinois USA 
553 Wesco Electric Company, Inc. Chicago 31 Illinois USA 
553 Wesco Electric Company, Inc. Chicago 31 Illinois USA 
553 Thomson Consumer Electronics, Inc. 1989 Indianapolis Indiana USA 
553 Thomson Consumer Electronics, Inc. 1994 Indianapolis Indiana USA 
553 Thomson Consumer Electronics, Inc. 1995 Indianapolis Indiana USA 
553 Thomson Consumer Electronics, Inc. 1996 Indianapolis Indiana USA 
553 Thomson Consumer Electronics, Inc. 2001 600 N. Sherman Drive,P¢ Indianapolis Indiana USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 American Phenolic Corporation Chicago 50 Illinois USA 
554 Amphenol Electronics Corporation Chicago 50 Illinois USA 
554 Amphenol Electronics Corporation Chicago 50 Illinois USA 
554 Amphenol Electronics Corporation Chicago 50 Illinois USA 
554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
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554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
554 Amphenol-Borg Electronics Corp. Broadview Illinois USA 
554 Amphenol Corporation Broadview Illinois USA 
554 Amphenol Corporation Broadview Illinois USA 
554 Amphenol Corporation Oak Brook Illinois USA 
554 The Bunker-Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation Oak Brook Illinois USA 
554 The Bunker Ramo Corporation 1987 Oak Brook Illinois USA 
554 The Bunker Ramo Corporation 1989 Oak Brook Illinois USA 
555 Walden Electronics, Inc. Chicago 10 Illinois USA 
555 Walden Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 Waldom Electronics, Inc. Chicago 10 Illinois USA 
555 National Components Industries, Inc. West Palm Beach Florida USA 
555 National Components Industries, Inc. West Palm Beach Florida USA 
555 National Components Industries, Inc. West Palm Beach Florida USA 
555 National Components Industries, Inc. West Palm Beach Florida USA 
555 Mepco/Electra, Inc. W. Palm Beach Florida USA 
555 Mepco/Electra, Inc. W. Palm Beach Florida USA 
556 The Halldorson Company Chicago 40 Illinois USA 
556 The Halldorson Company Chicago 40 Illinois USA 
556 The Halldorson Company Chicago 40 Illinois USA 
556 Halldorson Transformer Company Chicago 40 Illinois USA 
556 International Devices, Inc. Los Angeles California USA 
556 International Devices, Inc. Los Angeles California USA 
556 International Devices, Inc. Culver City California USA 
556 International Devices, Inc. Culver City California USA 
556 International Devices, Inc. 1987 Anaheim California USA 
556 International Devices, Inc. 1989 | Anaheim California USA 


556 ALD Industries, Inc. 2001 230 Roymar Rd Ste.B Oceanside California USA 
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557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mt. Vernon New York USA 
557 Electronic Products Company Mount Vernon New York USA 
557 Matrecs Industries, Inc. Winslow Illinois USA 
557 Matrecs Industries, Inc. Winslow Illinois USA 
557 Matrecs Industries, Inc. Winslow Illinois USA 
557 Matrecs Industries, Inc. Winslow Illinois USA 
557 MTX/Matrecs Electronics, Inc. 1987 Winslow Illinois USA 
557 Mitek Corp. 1989 Winslow Illinois USA 
557 Mitek Corp. 1994 Winslow Illinois USA 
557 Mitek Corp. 1995 Winslow Illinois USA 
557 Mitek Corp. 1996 Winslow Illinois USA 
557 Mitek Corporation 1997 Winslow Illinois USA 
557 Mitek Corporation 1998 Winslow Illinois USA 
557 Mitek Corporation 1999 1 Mitek Plaza Winslow Illinois USA 
557 The Mitek Corp. 2001 1 Mitek Plaza Winslow Illinois USA 
558 Eagle Electronics, Inc. New York 13 New York USA 
558 Eagle Electronics, Inc. New York 13 New York USA 
558 Eagle Electronics, Inc. New York 13 New York USA 
558 Cypress Semiconductor 1994 San Jose California USA 
558 Cypress Semiconductor 1995 San Jose California USA 
558 Cypress Semiconductor 1996 San Jose California USA 
558 Cypress Semiconductor 2001 3901 N. First Street San Jose California USA 
559 Lyman Electronic Corporation Springfield 4 Massachusetts USA 
559 Lyman Electronic Corporation Springfield 4 Massachusetts USA 
559 Lyman Electronic Corporation Springfield 4 Massachusetts USA 
559 Lyman Electronic Corporation Springfield Massachusetts USA 
559 Lyman Electronic Corporation Springfield Massachusetts USA 
559 COMEX Systems Derry New Hampshire USA 
559 COMEX Systems Derry New Hampshire USA 
559 COMEX Systems Derry New Hampshire USA 
559 COMEX Systems 1987 Derry New Hampshire USA 
559 COMEX Systems 1989 Derry New Hampshire USA 
559 COMEX Systems 1994 Derry New Hampshire USA 


559 COMEX Systems 1995 Derry New Hampshire USA 
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560 Stark Sound Engineering Corporation Fort Wayne Indiana USA 
560 Stark Sound Engineering Corporation Fort Wayne Indiana USA 
560 Stark Sound Engineering Corporation Fort Wayne Indiana USA 
560 CAC Microcircuits, Inc. 1989 Mt. Carmel Illinois USA 
560 Bel Hybrids & Magnetics, Inc. 1994 Indianapolis Indiana USA 
560 Bel Hybrids & Magnetics, Inc. 1995 Indianapolis Indiana USA 
561 Farmers Engineering & Mfg. Co. Pittsburgh 21 Pennsylvania USA 
561 Inventa Electronics Co. Ltd. 1989 Taiwan 
561 Inventa Electronics Co. Ltd. 1994 Taipei Taiwan 
561 Inventa Electronics Co. Ltd. 1995 Taipei Taiwan 
561 Inventa Electronics Co. Ltd. 1996 Taipei Taiwan 
561 Inventa Electronics 2001 66, HOU-KANG Street = Shih-Lin District, Taipei Taiwan 
562 Polarad Electronics Co. New York 7 New York USA 
562 Polarad Electronics Co. New York 7 New York USA 
562 Polarad Electronics Corp. Brooklyn 11 New York USA 
562 Polarad Electronics Corp. Brooklyn 11 New York USA 
562 Polarad Electronics Corp. Brooklyn 11 New York USA 
562 Polarad Electronics Corp. Brooklyn 11 New York USA 
562 Polarad Electronics Corp. Brooklyn 11 New York USA 
562 Polarad Electronics Corp. Long Island City 1 New York USA 
562 Polarad Electronics Corp. Long Island City 1 New York USA 
562 Silver Ray, Inc. 1987 Dallas Texas USA 
562 Magna-View, Inc. 1989 Dallas Texas USA 
562 Magna-View, Inc. 1997 Dallas Texas USA 
562 Magna-View, Inc. 1998 Dallas Texas USA 
562 Magna-View, Inc. 1999 1240 Profit Drive Dallas Texas USA 
563 J. W. Davis & Company Dallas 5 Texas USA 
563 J. W. Davis & Company Dallas 5 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 9 Texas USA 
563 J. W. Davis & Company Dallas 35 Texas USA 
563 J. W. Davis & Company Dallas 35 Texas USA 
563 J. W. Davis & Company Dallas 35 Texas USA 
563 J. W. Davis & Company Dallas 35 Texas USA 
563 J. W. Davis & Company Dallas 35 Texas USA 
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563 J. W. Davis & Company 1s Dallas 35 Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
563 J. W. Davis & Company Dallas Texas USA 
564 Plessey Electro Products Los Angeles California USA 
564 Plessey Electro Products Los Angeles California USA 
564 Plessey Electro Products Los Angeles California USA 
565 Electrovox Company, Inc. East Orange New Jersey USA 
565 Electrovox Company, Inc. East Orange New Jersey USA 
565 Electrovox Company, Inc. East Orange New Jersey USA 
565 Pro-Tool & Machine, Inc. | 1987 | Campbell California USA 
565 Pro-Tool & Machine, Inc. 1989 Campbell California USA 
565 Pro-Tool & Machine, Inc. 2001 1550 Dell Avenue Campbell California USA 
566 Television Projects, Inc. Newark 2 New Jersey USA 
566 Television Projects, Inc. Newark 2 New Jersey USA 
566 Television Projects, Inc. Newark 2 New Jersey USA 
566 ALD Industries, Inc. 1994 Oceanside California USA 
566 ALD Industries, Inc. 1996 Oceanside California USA 
567 Herman H. Smith, Inc. Brooklyn New York USA 
567 Herman H. Smith, Inc. Brooklyn New York USA 
567 Herman H. Smith, Inc. Manasquan New Jersey USA 
567 Herman H. Smith, Inc. 1989 Manasquan New Jersey USA 
568 ELMACO, U.S.A., Inc. 4987 Miami Florida USA 
568 ELMACO, U.S.A., Inc. Miami Florida USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Sane Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
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569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company. La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company La Salle Illinois USA 
569 Electrical Utilities Company 1987 La Salle Illinois USA 
569 Electrical Utilities Company | 1989 | La Salle Illinois USA 
570 Leonard Electric Products Co., Inc. Brooklyn 19 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 19 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 19 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn 32 New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn New York USA 
570 Leonard Electric Products Co., Inc. Brooklyn New York USA 
570 LEPCO, S.A. Cincinnati Ohio USA 
570 Leonard Electronic Products Brownsville Texas USA 
570 Leonard Electronic Products Brownsville Texas USA 
570 Leonard Electronic Products Brownsville Texas USA 
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570 Leonard Electronic Products 1987 Brownsville Texas USA 
570 LEPCO/Leonard Electric Products 1989 Brownsville Texas USA 
570 LEPCO/Leonard Electric Products 1994 Brownsville Texas USA 
570 Leonard Electric Products Co., Inc. 1997 Brownsville Texas USA 
570 Leonard Electric Products Co. 1998 Brownsville Texas USA 
570 Leonard Electric Products Co. 1999 5204 N. Expressway Brownsville Texas USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation Perth Amboy New Jersey USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation New York 17 New York USA 
571 General Cable Corporation New York 17 New York USA 
571 Sicon International, Inc. San Jose California USA 
571 Sicon International, Inc. San Jose California USA 
571 Sicon International, Inc. 846 Charcot Ave. San Jose California USA 
572 F. & V. Coil Winding Corporation Newark 2 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 2 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark 5 New Jersey USA 
572 F. & V. Coil Winding Corporation Newark New Jersey USA 
573 Alcon Metal Products, Inc. Chicago 39 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 39 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
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573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products. Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago 47 Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Alcon Metal Products, Inc. Chicago Illinois USA 
573 Chromalloy-Alcon, Inc. Chicago Illinois USA 
573 Nutronics, Inc. Chicago Illinois USA 
573 Nutronics, Inc. Chicago Illinois USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company Newburgh New York USA 
574 Stanwyck Winding Company, Inc. Newburgh New York USA 
574 Stanwyck Winding Company, Inc. Newburgh New York USA 
574 Stanwyck Winding Company, Inc. Newburgh New York USA 
574 Stanwyck Winding Company, Inc. Newburgh New York USA 


574 Stanwyck Winding Company, Inc. Newburgh New York USA 
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574 Stanwyck Winding Company, Inc. Newburgh New York USA 
574 Stanwyck Winding Company, Inc. Newburgh New York USA 
575 Heppner Manufacturing Company Chicago 25 Illinois USA 
575 Heppner Manufacturing Company Chicago 25 Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
575 Heppner Manufacturing Company Round Lake Illinois USA 
576 Ellar Woodcraft Corp. New York 1 New York USA 
576 Ellar Woodcraft Corp. New York 1 New York USA 
576 Ellar Woodcraft Corp. New York 1 New York USA 
576 Robert Bosch Sales Corp., Blaupunkt Division Broadview Illinois USA 
576 Robert Bosch Sales Corp., Blaupunkt Division 1989 Broadview Illinois USA 
576 Robert Bosch Sales Corp., Blaupunkt Division 1994 Broadview Illinois USA 
576 Robert Bosch Sales Corp., Blaupunkt Division 1995 Broadview Illinois USA 
576 Robert Bosch Sales Corp. 1996 Broadview Illinois USA 
576 Robert Bosch Sales Corp. 2001 2800 South Ave. Broadview Illinois USA 
577 The La Pointe Plascomold Corporation Unionville Connecticut USA 
577 The La Pointe Plascomold Corporation Unionville Connecticut USA 
577 The La Pointe Plascomold Corporation Unionville Connecticut USA 
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577 The La Pointe Plascomold Corporation Windsor Locks Connecticut USA 
577 LaPointe Electronics Inc. Rockville Connecticut USA 
577 LaPointe Electronics Inc Rockville Connecticut USA 
577 Chunghwa Picture Tubes, Ltd. Taiwan 
577 Chunghwa Picture Tubes, Ltd. Taiwan 
577 Chunghwa Picture Tubes, Ltd. Taipei Taiwan 
577 Chunghwa Picture Tubes, Ltd. ; 1987 =) Taiwan 
577 Chunghwa Picture Tubes, Ltd. | 1989 Taipei Taiwan 
577 Chunghwa Picture Tubes, Ltd. 1994 Taipei Taiwan 
577 Chunghwa Picture Tubes, Ltd. 1995 Taipei Taiwan 
577 Chunghwa Picture Tubes, Ltd. 1996 Taipei Taiwan 
577 Chunghwa Picture Tubes, Ltd. 1997 Taoyuan Taiwan 
577 Chunghwa Picture Tubes, Ltd. 1998 Taoyuan Taiwan 
577 Chunghwa Picture Tubes, Ltd. Inc. of Texas 1999 80 Hsing Shan Rd Yangn Taoyuan China 
577 Chunghwa Picture Tubes, Ltd. 2001 Taipei Taiwan 
578 The International Electronics Company Philadelphia 30 Pennsylvania USA 
578 The International Electronics Company Philadelphia 30 Pennsylvania USA 
578 The International Electronics Company Philadelphia 30 Pennsylvania USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago 44 Illinois USA 
579 Belden Manufacturing Company Chicago Illinois USA 
579 Belden Manufacturing Company Chicago Illinois USA 
579 Belden Manufacturing Company Chicago Illinois USA 
579 Belden Manufacturing Company Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
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579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation Chicago Illinois USA 
579 Belden Corporation 1987 Chicago Illinois USA 
579 Belden Wire and Cable, Cooper Industries 1989 Richmond Indiana USA 
579 Belden Wire and Cable, Cooper Industries 1994 Richmond Indiana USA 
579 Belden Wire and Cable, Cooper Industries 1995 Richmond Indiana USA 
579 Belden Wire and Cable 1996 Richmond Indiana USA 
579 Belden Wire and Cable, Cooper Industries 2001 Richmond Indiana USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo 9 Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
580 Rowe Industries Toledo Ohio USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products. Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
581 Aircraft-Marine Products, Inc. Harrisburg Pennsylvania USA 
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581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. Harrisburg Pennsylvania USA 
581 AMP, Inc. 1987 Harrisburg Pennsylvania USA 
581 AMP, Inc. 1989 Harrisburg Pennsylvania USA 
581 AMP, Inc. 1994 Harrisburg Pennsylvania USA 
581 AMP, Inc. 1995 Harrisburg Pennsylvania USA 
581 AMP Incorporated 1996 Harrisburg Pennsylvania USA 
581 AMP Incorporated 1997 Harrisburg Philadelphia USA 
581 AMP Incorporated 1998 Harrisburg Philadelphia USA 
581 AMP, Inc. 2001 Harrisburg Pennsylvania USA 
582 General Precision Equipment Corporation New York 7 New York USA 
582 General Precision Equipment Corporation New York 7 New York USA 
582 General Precision Equipment Corporation New York 7 New York USA 
582 General Precision Laboratory, Inc. Pleasantville New York USA 
582 General Precision Laboratory, Inc. Pleasantville New York USA 
582 General Precision Laboratory Inc. Pleasantville New York USA 
582 General Precision Laboratory Inc. Pleasantville New York USA 
582 General Precision Inc., GPL Division Pleasantville New York USA 
582 General Precision Inc., GPL Division Pleasantville New York USA 
582 General Precision Inc., GPL Division Pleasantville New York USA 
582 Thomson CSF Woodland Hills California USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
583 Tele King Corporation New York 1 New York USA 
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583 Tele King Corporation New York 1 New York USA 
583 CRL Components, Inc. Ft. Dodge Indiana USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
584 W. M. C., Inc. Chicago 47 Illinois USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 American Insulator Corporation New Freedom Pennsylvania USA 
585 Chestel, Inc. Chester Connecticut USA 
585 Chestel, Inc. Chester Connecticut USA 
585 Chestel, Inc. Chester Connecticut USA 
585 Chestel, Inc. Chester Connecticut USA 
585 Cablewave Systems 1989 North Haven Connecticut USA 
585 Cablewave Systems 1994 North Haven Connecticut USA 
585 Cablewave Systems 1995 North Haven Connecticut USA 
585 Cableware Systems 1996 North Haven Connecticut USA 
585 Cableware Systems 2001 60 Dodge Ave North Haven Connecticut USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 22 Illinois USA 
586 Drake Manufacturing Co. Chicago 31 Illinois USA 
586 Drake Manufacturing Co. Chicago 31 Illinois USA 
586 Drake Manufacturing Co. Chicago 31 Illinois USA 
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586 Drake Manufacturing Co. | Chicago 31 Illinois USA 
586 Drake Manufacturing Co. Chicago Illinois USA 
586 Drake Manufacturing Co. Chicago Illinois USA 
586 Drake Manufacturing Co. Chicago Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
586 Drake Manufacturing Co. Harwood Heights Illinois USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14. Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14. Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland 14 Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
587 Radio Specialty Manufacturing Co. Portland Oregon USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
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588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Barnes Metal Products Co. Chicago 23 Illinois USA 
588 Automatic Radio Melrose Massachusetts USA 
588 Automatic Radio Melrose Massachusetts USA 
588 Automatic Radio 1987 Melrose Massachusetts USA 
588 Automatic Radio 1989 Melrose Massachusetts USA 
589 David Bogen Co., Inc. New York 12 New York USA 
589 David Bogen Co., Inc. New York 12 New York USA 
589 David Bogen Co., Inc. New York 12 New York USA 
589 David Bogen Co., Inc. New York 12 New York USA 
589 David Bogen Co., Inc. New York 12 New York USA 
589 David Bogen Co., Inc. New York 14 New York USA 
589 David Bogen Co., Inc. New York 14 New York USA 
589 David Bogen Co., Inc. New York 14 New York USA 
589 David Bogen Co., Inc., Subdivision of Unitronics Corp. Paramus New Jersey USA 
589 David Bogen Co. Division, Unitronics Corp. Paramus New Jersey USA 
589 David Bogen Co. Division, The Siegler Corp. Paramus New Jersey USA 
589 Bogen-Presto Division, The Siegler Corp. Paramus New Jersey USA 
589 Bogen-Presto Division, The Siegler Corp. Paramus New Jersey USA 
589 Bogen-Presto Division, The Siegler Corp. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Communications Div., Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Division, Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Division, Lear Siegler, Inc. Paramus New Jersey USA 
589 Bogen Division, Lear Siegler, Inc. Paramus New Jersey USA 
589 Fox Electronics 1987 Ft. Myers Florida USA 
589 Fox Electronics | 1989 Ft. Myers Florida USA 


589 Fox Electronics 1994 Ft. Myers Florida USA 
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589 Fox Electronics 1995 Ft. Myers Florida USA 
589 Fox Electronics 1996 Ft. Myers Florida USA 
589 Fox Electronics 1997 Ft. Myers Florida USA 
589 Fox Electronics/Fox Enterprises, Inc. 2001 5570 Enterprise Pkwy. Ft. Myers Florida USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Chicago 10 Illinois USA 
590 Shure Brothers, Inc. Evanston Illinois USA 
590 Shure Brothers, Inc. Evanston Illinois USA 
591 Crown Capacitor Corporation Wrentham Massachusetts USA 
591 Crown Capacitor Corporation Wrentham Massachusetts USA 
591 Crown Capacitor Corporation Wrentham Massachusetts USA 
591 Siecor Optical Cables, Inc. Horseheads New York USA 
591 Siecor Optical Cables, Inc. Horseheads New York USA 
591 Siecor Optical Cables, Inc. Horseheads New York USA 
591 Siecor Corporation | Hickory North Carolina USA 
591 Siecor Corporation 1994 Hickory North Carolina USA 
591 Siecor Corporation 1995 Hickory North Carolina USA 
591 Siecor Corporation 1996 Hickory North Carolina USA 
591 Siecor Corporation 2001 489 Siecor Park Hickory North Carolina USA 
592 Perfection Electric Company Chicago 5 Illinois USA 
592 Perfection Electric Company Chicago 5 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
592 Perfection Electric Company Chicago 16 Illinois USA 
593 Kip Electronics Corporation New York 14 New York USA 
593 Kip Electronics Corporation New York 14 New York USA 
593 Kip Electronics Corporation New York 14 New York USA 
593 Kip Electronics Corporation New York 14 New York USA 
593 Kip Electronics Corporation New York 14 New York USA 
593 Kip Electronics Corporation New York 14 New York USA 
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593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Electronics Corporation Stamford Connecticut USA 
593 Kip Div., York Research Corp. Stamford Connecticut USA 
593 Kip Div., York Research Corp. Stamford Connecticut USA 
593 Kip Div., York Research Corp. Stamford Connecticut USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago 22 Illinois USA 
594 Kobzy Tool Company Chicago Illinois USA 
594 Kobzy Tool Company Chicago Illinois USA 
594 Kobzy Tool Company Chicago Illinois USA 
594 Harris/Intersil Cupertino California USA 
595 Argos Sound Genoa Illinois USA 
595 Argos Sound Genoa Illinois USA 
595 Argos Sound Geneva Illinois USA 
595 Argos Sound Genoa Illinois USA 
596 The Cramer Company Chicago 39 Illinois USA 
596 The Cramer Company Chicago 39 Illinois USA 
596 The Gramer Transformer Company Chicago 39 Illinois USA 
596 The Gramer Transformer Company Chicago 39 Illinois USA 
596 Gramer Transformer Corporation Chicago 39 Illinois USA 
596 Gramer Transformer Corporation Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
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596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 Gramer-Halldorson Transformer Corp. Chicago 39 Illinois USA 
596 United Technologies Microelectronics Center Colorado Springs Colorado USA 
597 Stevens Wire Insulating Company Chicago 45 Illinois USA 
597 Stevens Wire Insulating Company Chicago 45 Illinois USA 
597 Stevens Wire Insulating Company Chicago 39 Illinois USA 
597 Stevens Wire Insulating Company Chicago 39 Illinois USA 
597 Stevens Wire Insulating Company Chicago 39 Illinois USA 
597 Stevens Wire Insulating Company Chicago 39. Illinois USA 
597 Stevens Wire Insulating Company Chicago 39 Illinois USA 
597 Du-All Computer Control Production Machining 1987 Mt. View California USA 
597 Du-All Precision Machine 1995 Fremont California USA 
597 Du-All Precision Machining 1997 Fremont California USA 
597 Du-All 1999 49145 Milmont Dr. Fremont California USA 
598 DeLuxe Coils, Inc. Wabash Indiana USA 
598 DeLuxe Coils, Inc. Wabash Indiana USA 
598 DeLuxe Coils, Inc. Wabash Indiana USA 
598 DeLuxe Coils, Inc. Wabash Indiana USA 
599 Electro-Connector Corp. Philadelphia 22 Pennsylvania USA 
599 Electro-Connector Corp. Philadelphia 22 Pennsylvania USA 
599 Electro-Connector Corp. Philadelphia 22 Pennsylvania USA 
599 Elco Corporation Philadelphia 40 Pennsylvania USA 
599 Elco Corporation Philadelphia 40 Pennsylvania USA 
599 Elco Corporation Philadelphia 40 Pennsylvania USA 
599 Elco Corporation Philadelphia 40 Pennsylvania USA 
599 Elco Corporation Philadelphia 40 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Philadelphia 24 Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
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599 Elco Corporation 1968 Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation Willow Grove Pennsylvania USA 
599 Elco Corporation/Connector Division, a sub. of Wickes Manufacturing Huntingdon Pennsylvania USA 
599 Elco Corporation/Connector Division, a sub. of Wickes Manufacturing 1989 Huntingdon Pennsylvania USA 
599 Elco Corporation/A Kyocera Group Company 1994 Huntingdon Pennsylvania USA 
599 Elco Corporation/A Kyocera Group Company 1995 Huntingdon Pennsylvania USA 
600 Ansley Radio & Television Inc. Trenton 9 New Jersey USA 
600 Ansley Radio & Television Inc. Trenton 9 New Jersey USA 
600 Ansley Radio & Television Inc. Trenton 9 New Jersey USA 
601 Engineering Services, Inc. Evansville 8 Indiana USA 
601 Engineering Services, Inc. Evansville 8 Indiana USA 
601 Engineering Services, Inc. Evansville 8 Indiana USA 
601 Engineering Services, Inc. Evansville 4 Indiana USA 
601 Mac-Cal Co., Inc. [ Mt. View California USA 
602 Eastern Transformer Company, Inc. New York 11 New York USA 
602 Eastern Transformer Company, Inc. New York 11 New York USA 
602 Eastern Transformer Company, Inc. New York 11 New York USA 
602 Schott Corporation 1989 Wayzata Minnesota USA 
602 Schott Corporation 1994 Wayzata Minnesota USA 
602 Schott Corporation 1995 Wayzata Minnesota USA 
602 Schott Corporation 1996 Wayzata Minnesota USA 
602 Schott Corporation 1997 Wayzata Minnesota USA 
602 Schott Corporation 1998 Wayzata Minnesota USA 
602 Schott Corporation 1999 1000 Parkers Lake Road Wayzata Minnesota USA 
602 Schott Corporation 2001 1000 Parkers Lake Road Wayzata Minnesota USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
603 Eltran Corp. St. Anne Illinois USA 
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604 Staver Mfg. Co. Brooklyn 2 New York USA 
604 Staver Mfg. Co. Brooklyn 2 New York USA 
604 The Staver Company, Incorporated Brooklyn 1 New York USA 
604 The Staver Company, Incorporated Brooklyn 1 New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore, L. |. New York USA 
604 The Staver Company, Incorporated Bay Shore New York USA 
605 Stanley Spring Mfg. Co. Chicago 12 Illinois USA 
605 Stanley Spring Mfg. Co. Chicago 12 Illinois USA 
605 Stanley Spring Mfg. Co. Chicago 12 Illinois USA 
605 Lenco Electronics, Inc. Crystal Lake Illinois USA 
605 Lenco Electronics, Inc. McHenry Illinois USA 
605 Lenco Electronics, Inc. McHenry Illinois USA 
605 Lenco Electronics, Inc. 1987 | McHenry Illinois USA 
605 Lenco Electronics, Inc. 1989 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1994 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1995 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1996 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1997 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1998 McHenry Illinois USA 
605 Lenco Electronics, Inc. 1999 1330 Belden Street McHenry Illinois USA 


605 Lenco Electronics, Inc. 2001 McHenry Illinois USA 
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606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago 22 Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Woodward-Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. Chicago Illinois USA 
606 Schumacher Electric Corp. | 1987 Chicago Illinois USA 
606 Schumacher Electric Corp. 1989 Chicago Illinois USA 
606 Schumacher Electric Corp. 1994 Chicago Illinois USA 
606 Schumacher Electric Corp. 1995 Chicago Illinois USA 
606 Schumacher Electric Corp. 1996 Chicago Illinois USA 
606 Schumacher Electric Corporation 1997 Chicago Illinois USA 
606 Schumacher Electric Corporation 1998 Chicago Illinois USA 
606 Schumacher Electric Corporation 1999 801 Business Center Driv Mt. Prospect Illinois USA 
606 Schumacher Electric Corp 2001 Chicago Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
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607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Companies Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago 16 Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations 1987 Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations | 1989 Chicago Illinois USA 
607 Consolidated Wire & Associated Corporations 1994 Chicago Illinois USA 
608 TELvision Laboratories, Inc. Chicago 44 Illinois USA 
608 TELvision Laboratories, Inc. Chicago 44 Illinois USA 
608 TELvision Laboratories, Inc. Chicago 44 Illinois USA 
608 TELvision Laboratories, Inc. Chicago 44 Illinois USA 
608 TELvision Laboratories, Inc. Chicago 44 Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
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608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. Wauconda Illinois USA 
608 TELvision Laboratories, Inc. 1987 Wauconda Illinois USA 
608 TELvision Laboratories, Inc. 1989 Wauconda Illinois USA 
608 TELvision Laboratories, Inc. 1994 Wauconda Illinois USA 
608 TELvision Laboratories, Inc. 1995 Wauconda Illinois USA 
608 TELvision Laboratories, Inc. 1996 Waconda Illinois USA 
608 Television Laboratories, Inc. 2001 542 N. Parkside Avenue Wauconda Illinois USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
609 Markel Electric Products, Inc. Buffalo 3 New York USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Chicago 10 Illinois USA 
610 Carter Parts Company Skokie Illinois USA 
610 Carter Parts Company Skokie Illinois USA 
610 Carter Parts Company Skokie Illinois USA 
610 Carter Parts Company Skokie Illinois USA 
610 Carter Parts Company Skokie Illinois USA 
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610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Harwood Heights Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Carter Precision Electric Co. Skokie Illinois USA 
610 Power Volt Inc. 1996 Elk Grove Illinois USA 
610 Power Volt, Inc 1997 Addison Illinois USA 
610 Power Volt, Inc. 1998 Addison Illinois USA 
610 Power Volt, Inc. 1999 300 W. Factory Road Addison Illinois USA 
610 Power Volt, Inc. 2001 300 W. Factory Road Addison Illinois USA 
611 Holiday Specialties, Inc. New York 12 New York USA 
611 Holiday Specialties, Inc. New York 12 New York USA 
611 Holiday Specialties, Inc. New York 12 New York USA 
611 Carmel Manufacturing, Pte., Ltd. Singapore 
612 Radio Merchandise Sales, Inc. New York 55 New York USA 
612 Radio Merchandise Sales, Inc. New York 55 New York USA 
612 Radio Merchandise Sales, Inc. New York 59 New York USA 
612 Radio Merchandise Sales, Inc. New York 55 New York USA 
613 Star Products Company Chicago 10 Illinois USA 
613 Star Products Company Chicago 10 Illinois USA 
613 Star Products Company Chicago 10 Illinois USA 
613 Star Products Company Chicago 16 Illinois USA 
613 Star Products Company Chicago 16 Illinois USA 
613 Star Products Company Chicago 16 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company. Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
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614 Simpson Electric Company ‘ Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago 44 Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company Chicago Illinois USA 
614 Simpson Electric Company 1987 Elgin Illinois USA 
614 Simpson Electric Company 1989 Elgin Illinois USA 
615 Reynolds Metals Co. Louisville Kentucky USA 
615 Reynolds Metals Co. Louisville Kentucky USA 
615 Reynolds Metals Co. Louisville Kentucky USA 
615 North Electric Co., Affiliate United Telecommunications, Inc. Galion Ohio USA 
615 ITT North Electric Galion Ohio USA 
615 ITT North Electric Galion Ohio USA 
615 ITT North Electric 1987 Gallon Ohio USA 
615 ITT North Electric 1989 Gabon Ohio USA 
615 ITT North Electric 1994 Galion Ohio USA 
615 ITT North Electric 1995 Galion Ohio USA 
615 ITT North Electric Company 1996 Galion Ohio USA 
615 ITT North Electric Co. 2001 Gallon Ohio USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
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616 Illinois Condenser Company 1 Chicago 22 Illinois USA 
616 Illinois Condenser Company 1 Chicago 22 Illinois USA 
616 Illinois Condenser Company Chicago 22 Illinois USA 
616 Illinois Condenser Company 1 | Chicago 22 Illinois USA 
616 Electronic Products Design, Inc. 1987 Raleigh North Carolina USA 
616 Electronic Products Design, Inc. 1989 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1994 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1995 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1996 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1997 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1998 Wendell North Carolina USA 
616 Electronic Products Design, Inc. 1999 PO Box 1669 Wendell North Carolina USA 
616 Electronic Products Design, inc. 2001 P.O. Box 1669 Wendell North Carolina USA 
617 RAM Electronics, Inc. Paterson New Jersey USA 
617 RAM Electronics, Inc. Paterson New Jersey USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Irvington-On-Hudson New York USA 
617 RAM Electronics, Inc. Paramus New Jersey USA 
617 RAM Electronics, Inc. Paramus New Jersey USA 
617 RAM Electronics, Inc. Paramus New Jersey USA 
618 Anco Electric Corp. Paterson New Jersey USA 
618 Anco Electric Corp. Paterson New Jersey USA 
618 TV Products Corporation Paterson 3 New Jersey USA 
618 TV Products Corporation Paterson 3 New Jersey USA 
618 TV Products Corporation Paterson 3 New Jersey USA 
618 TV Products Corporation Paterson 3 New Jersey USA 
618 TV Products Division, Union Electric & Mfg. Co. Jersey City 7 New Jersey USA 
618 TV Products Division, Union Electric & Mfg. Co. Jersey City 7 New Jersey USA 
618 TV Products Division, Union Electric & Mfg. Co. Jersey City 7 New Jersey USA 
618 TV Products Division, Union Electric & Mfg. Co. Jersey City 7 New Jersey USA 
618 Telecom International Communication Inc. 1995 USA 
618 Telecom International Communications, Inc. 1996 Orlando Florida USA 
618 Telecom International Communications Inc. 2001 2525 Shader Road. Orlando Florida USA 


619 Bowers Battery and Spark Plug Co. 1949 Reading Pennsylvania USA 
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619 Bowers Battery and Spark Plug Co. Reading Pennsylvania USA 
619 Bowers Battery and Spark Plug Co. Reading Pennsylvania USA 
619 Bowers Battery and Spark Plug Co. Reading Pennsylvania USA 
619 Frequency Sources, Inc., GHZ Div. Chelmsford Massachusetts USA 
619 Frequency Sources, Inc., GHZ Div. Chelmsford Massachusetts USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
620 Kay Electric Company Pine Brook New Jersey USA 
621 Zenith Optical Company Huntington 19 West Virginia USA 
621 Zenith Optical Company Huntington 19 West Virginia USA 
621 Zenith Optical Company Huntington 19 West Virginia USA 
621 Zenith Optical Company Huntington 19 West Virginia USA 
621 Zenith Optical Company Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington 19 West Virginia USA 
621 Polan Industries, Inc. Huntington West Virginia USA 
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621 Polan Industries, Inc. Huntington West Virginia USA 
621 Polan Industries, Inc. Huntington West Virginia USA 
621 Polan Industries, Inc. Huntington West Virginia USA 
621 Polan Industries, Inc. Huntington West Virginia USA 
621 Polan Industries, Inc. Huntington West Virginia USA 
621 Balck Electric Corp. St. Charles Illinois USA 
621 Balck Electric Corp. St. Charles Illinois USA 
621 Balck Electric Corp. St. Charles Illinois USA 
621 Balck Electric Corp. Genoa Illinois USA 
621 Balck Electric Corp. Genoa Illinois USA 
621 Balck Electric Corp. 36 W 897 Dean Street St. Charles Illinois USA 
622 Mifflinburg Body Works, Inc. Mifflinburg Pennsylvania USA 
622 Mifflinburg Body Works, Inc. Mifflinburg Pennsylvania USA 
622 Mifflinburg Body Works, Inc. Mifflinburg Pennsylvania USA 
622 Anderson Welding & Manufacturing San Jose California USA 
622 Anderson Welding & Manufacturing San Jose California USA 
622 Anderson Welding & Manufacturing San Jose California USA 
622 Anderson Welding & Manufacturing San Jose California USA 
623 Anchor Radio Corporation Chicago 23 Illinois USA 
623 Anchor Radio Corporation Chicago 23 Illinois USA 
623 Anchor Radio Corporation Chicago 23 Illinois USA 
623 Anchor Radio Corporation Chicago 23 Illinois USA 
623 Anchor Radio Corporation Chicago 23 Illinois USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co. Boston 8 Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
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624 Surprenant Mfg. Co., Sub., ITT 1967 Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 Surprenant Mfg. Co., Sub., ITT Clinton Massachusetts USA 
624 ITT Surprenant Mfg. Co. New York New York USA 
625 The Orsenigo Company, Inc. Westerly Rhode Island USA 
625 The Orsenigo Company, Inc. Westerly Rhode Island USA 
625 The Orsenigo Company, Inc. Westerly Rhode Island USA 
625 Clarostat-Gorham, Inc. Gorham Maine USA 
625 Clarostat-Gorham, Inc. Gorham Maine USA 
625 Clarostat-Gorham, Inc. Gorham Maine USA 
625 Clarostat-Gorham, Inc. Gorham Maine USA 
625 Clarostat-Gorham, Inc. Gorham Maine USA 
626 Keltron Corp. Waltham Massachusetts USA 
626 Keltron Corp. Waltham Massachusetts USA 
626 Keltron Corp. | 1987 Waltham Massachusetts USA 
626 Keltron Corp. 1989 Waltham Massachusetts USA 
626 Keltron Corp. 1994 Waltham Massachusetts USA 
626 Keltron Corp. 1995 Waltham Massachusetts USA 
626 Keltron Corp. 1996 Waltham Massachusetts USA 
626 Keltron Corp. 1997 Bradford Philadelphia USA 
626 Keltron Corporation 1998 Waltham Massachusetts USA 
626 Keltron Corporation 1999 225 Crescent St. Waltham Massachusetts USA 
626 Keltron Corp. 2001 225 Crescent Street Waltham Massachusetts USA 
627 Churchill Cabinet Co. Chicago 47 Illinois USA 
627 Churchill Cabinet Co. Chicago 47 Illinois USA 
627 Southwest Electronic Energy Corp. 1996 Stafford Texas USA 
627 Southwest Electronic Energy Corporation 1997 Stafford Texas USA 
627 Southwest Electronic Energy Corporation 1998 Stafford Texas USA 
627 Southwest Electronic Energy Corporation 1999 12701 Royal Drive Stafford Texas USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
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628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
628 Davis Electric Company Cape Girardeau Missouri USA 
629 Anchor Plastics Company New York 13 New York USA 
629 Anchor Plastics Company New York 13 New York USA 
629 Anchor Industrial Company New York 13 New York USA 
629 Anchor Plastics Company, Inc. New York 13 New York USA 
630 Magnetic Corp. of America Chicago 22 Illinois USA 
630 Magnetic Corp. of America Chicago 22 Illinois USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Oceanside New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L. |. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company. Inc. Plainview, L.I. New York USA 
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631 Pickering and Company. Inc. Plainview, L.|. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
631 Pickering and Company, Inc. Plainview, L.I. New York USA 
632 El-Rad Manufacturing Co. Chicago 13 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 13 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 13 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 13 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago 18 Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. Chicago Illinois USA 
632 El-Rad Manufacturing Co. 1987 Chicago Illinois USA 
632 El-Rad Manufacturing Co. 1989 Chicago Illinois USA 
632 El-Rad Manufacturing Co. 1994 Chicago Illinois USA 
632 El-Rad Manufacturing Co. 1995 Chicago Illinois USA 
632 El-Rad Manufacturing Co. 1996 Chicago Illinois USA 
633 American Television, Inc. Chicago 5 Illinois USA 
633 American Television, Inc. Chicago 5 Illinois USA 
633 American Television, Inc. Chicago 5 Illinois USA 
633 American Television, Inc. Chicago 5 Illinois USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 

















Code Company/Manufacturer Year Address City State Country 
633 American Television, Inc. Chicago 5 Illinois USA 
633 American Television, Inc. Chicago 5 Illinois USA 
633 American Television, Inc. Chicago 40 Illinois USA 
633 Quasar Electronic Corp. Franklin Park Illinois USA 
633 Quasar Electronic Corp. Franklin Park Illinois USA 
633 Quasar Electronic Corp. Franklin Park Illinois USA 
633 Quasar Co. 1989 Franklin Park Illinois USA 
633 Quasar Co. 1994 Elgin Illinois USA 
633 Quasar Electronics Corporation 1996 Franklin Park Illinois USA 
633 Matsushita Television Company 1997 San Diego California USA 
633 Quasar Electronics Corp. 2001 9401 West Grand Ave. — Franklin Park Illinois USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Todd Products Co., Inc. Mt. Vernon New York USA 
634 Data General Corp. 1994 Westboro Massachusetts USA 
634 Data General Corp. 1995 Westboro Massachusetts USA 
634 Data General Corp. 1996 Westboro Massachusetts USA 
634 Data General Corp. 2001 4400 Computer Drive Westboro Massachusetts USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
635 Todd-Tran Corp. Mt. Vernon New York USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Sheldon Electric Company, Div. of Allied Electric Products, Inc. Irvington 11 New Jersey USA 
636 Dunbar Sales Co., Inc. 1994 Commerce California USA 
636 Dunbar Sales Co., Inc. 1995 Commerce California USA 


636 Dunbar Sales Company, Inc. 1996 Commerce California USA 


EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 














Code Company/Manufacturer Year Address City State Country 
636 Dunbar Sales Co., Inc. 2001 2746 Vail Ave. Commerce California USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company, Inc. Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Indianapolis 22 Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
637 Central Coil Company Martinsville Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 22 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 4 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 4 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 4 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 4 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Industrial Development Engineering Associates, Inc. Indianapolis 26 Indiana USA 
638 Regency Electronics, Inc. Indianapolis 26 Indiana USA 
638 Regency Electronics, Inc. Indianapolis 26 Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
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638 Regency Electronics, Inc. 1967 Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
638 Regency Electronics, Inc. Indianapolis Indiana USA 
639 Johnson & Hoffman, Inc. Rockville Centre New York USA 
639 Johnson & Hoffman, Inc. Rockville Centre New York USA 
639 Johnson & Hoffman Manufacturing Co. Rockville Centre New York USA 
639 Johnson & Hoffman Manufacturing Co. Mineola New York USA 
639 Johnson & Hoffman Manufacturing Co. Mineola New York USA 
639 Johnson & Hoffman Manufacturing Co. Mineola New York USA 
639 Johnson & Hoffman Manufacturing Co. Mineola New York USA 
639 Johnson & Hoffman Mfg. Corp., Subdivision of Superior Tube Co. Mineola New York USA 
639 MEL-RAIN Controls 1987 | Paw Paw Michigan USA 
639 MEL-RAIN Controls 1989 Paw Paw Michigan USA 
639 MEL-RAIN Controls 1994 Paw Paw Michigan USA 
639 MEL-RAIN Controls 1995 Paw Paw Michigan USA 
639 MEL-RAIN Controls 1996 Paw Paw Michigan USA 
639 MEL-RAIN Controls 2001 42974 M-34 Highway Paw Paw Michigan USA 
640 Northern Metal Products Company Chicago 24 Illinois USA 
640 Northern Metal Products Company Chicago 24 Illinois USA 
640 Northern Metal Products Company Chicago 24 Illinois USA 
640 Bell Industries, Cable & Component Division 1987 Mt. View California USA 
640 _Bell Industries, Cable & Component Division Mt. View California USA 
641 Caliri Mfg. Co. West Orange New Jersey USA 
641 Caliri Mfg. Co. West Orange New Jersey USA 
641 ILC Data Device Corp. Bohemia New York USA 
641 ILC Data Device Corp. Bohemia New York USA 
641 ILC Data Device Corp. 1987 Bohemia New York USA 
641 ILC Data Device Corp. 1989 Bohemia New York USA 
641 ILC Data Device Corp. 1996 Bohemia New York USA 
641 ILC Data Device Corporation 1997 Bohemia New York USA 
641 ILC Data Device Corporation 1998 Bohemia New York USA 
641 ILC Data Device Corporation 1999 105 Wilbur Place Bohemia New York USA 
641 ILC Data Device Corp. 2001 Airport International Plaze Bohemia New York USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
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642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 Mycalex Corporation of America Clifton New Jersey USA 
642 De Anza Mfg. Services Sunnyvale California USA 
642 De Anza Mfg. Services Sunnyvale California USA 
642 De Anza Mfg. Services Sunnyvale California USA 
642 De Anza Mfg. Services Sunnyvale California USA 
642 De Anza Manufacturing Services Sunnyvale California USA 
642 De Anza Mfg. Services 310 E. Caribbean Drive Sunnyvale California USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643, National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Ambler Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
643 National Aeronautical Corporation Fort Washington Pennsylvania USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
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644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester 2 New York USA 
644 General Railway Signal Company Rochester New York USA 
644 General Railway Signal Company Rochester New York USA 
644 General Railway Signal Company Rochester New York USA 
644 General Railway Signal Company Rochester New York USA 
644 Argosy Industries, Inc. Burbank California USA 
644 Argosy Industries, Inc. Burbank California USA 
645 Alamo Television & Radio Co. San Antonio Texas USA 
645 Alamo Television & Radio Co. San Antonio Texas USA 
645 Alamo Television & Radio Co. San Antonio Texas USA 
646 R. K. L. Electro Winding Corp. Delevan New York USA 
646 R. K. L. Electro Winding Corp. Delevan New York USA 
646 R. K. L. Electro Winding Corp. Delevan New York USA 
647 American Structural Products Co., Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 American Structural Products Co., Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 American Structural Products Co., Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 American Structural Products Co., Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 American Structural Products Co., Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-lllinois Glass Co. Toledo 1 Ohio USA 
647 Kimble Glass Company, Sub. of Owens-Illinois Glass Co. Toledo 1 Ohio USA 
647 Owens-Illinois Glass Co. Toledo Ohio USA 
647 Owens-lllinois Glass Co. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
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647 Owens-lllinois, Inc. | Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. Toledo Ohio USA 
647 Owens-Illinois, Inc. Toledo Ohio USA 
647 Owens-lllinois, Inc. 1987 Toledo Ohio USA 
647 OI-NEG TV Products, Inc. 1989 Toledo Ohio USA 
647 OI-NEG TV Products, Inc. 1994 Toledo Ohio USA 
647 OI-NEG TV Products, Inc. 1995 Toledo Ohio USA 
648 American Radionic Co., Inc. Brooklyn 17 New York USA 
648 American Radionic Co., Inc. Brooklyn 17 New York USA 
648 American Radionic Co., Inc. Brooklyn 17 New York USA 
648 American Radionic Co., Inc. Brooklyn 17 New York USA 
648 American Radionic Co., Inc. Brooklyn 17 New York USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. Danbury Connecticut USA 
648 American Radionic Co., Inc. 1987 Danbury Connecticut USA 
648 American Radionic Co., Inc. 1989 Palm Coast Florida USA 


648 American Radionic Co., Inc. 1994 Palm Coast Florida USA 
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648 American Radionic Co., Inc. 1995 Palm Coast Florida USA 
648 American Radionic Co., Inc. 1996 Palm Coast Florida USA 
648 American Radionic Co., Inc. 2001 32 Hargrove Grade Palm Pal Coast Florida USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Electro-Voice. Inc. Buchanan Michigan USA 
649 Electro-Voice, Inc. Buchanan Michigan USA 
649 Monolithic Components Corp. San Diego California USA 
649 Monolithic Components Corp. San Diego California USA 
650 Central Commercial Co. Chicago 47 Illinois USA 
650 Central Commercial Co. Chicago 4 Illinois USA 
650 Midtex, Inc., AEMCO Div. N. Mankato Minnesota USA 
650 MidTex, Inc. N. Mankato Minnesota USA 
650 MidTex, Inc. N. Mankato Minnesota USA 
650 Midland Ross Corp./Midtex Division 1987 N. Mankato Minnesota USA 
650 Midtex Relays, Inc. 1989 El Paso Texas USA 
650 Midtex Relay, Inc. 1994 El Paso Texas USA 
650 Midtex Relay, Inc. 1995 El Paso Texas USA 
650 Midtex Relay, Inc. 1996 El Paso Texas USA 
650 Midtex, a Division of Cll Technologies 1997 El Paso Texas USA 
650 Midtex Relays Inc. 1998 El Paso Texas USA 
650 Midtex Relays Inc. (a Division of Cll) 1999 9-B2 Butterfield Trail El Paso Texas USA 
650 Midtex Relays, Inc. 2001 9-B2 Butterfield Trail El Paso Texas USA 


651 Jewel Radio Corporation 1950 Long Island City 1 New York USA 
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651 Jewel Radio Corporation Long Island City 1 New York USA 
651 Jewel Radio Corporation Long Island City 1 New York USA 
651 Midcom, Inc. - — 1989 Watertown South Dakota USA 
651 Midcom, Inc. 1994 Watertown South Dakota USA 
651 Midcom, Inc. 1995 Watertown South Dakota USA 
651 Midcom Inc. 1996 Watertown South Dakota USA 
651 Midcom, Inc. 1997 Watertown South Dakota USA 
651 Midcom, Inc. 1998 Watertown South Dakota USA 
651 Midconi, Inc. 1999 121 Airport Drive Watertown South Dakota USA 
651 Midcom, Inc. 2001 PO Box 1330, 121 Airpori Watertown South Dakota USA 
652 Scharr Elec. Co. West Hartford Connecticut USA 
652 H.K. Lotus Scientific Development, Ltd. Hong Kong 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
653 Wind Turbine Company West Chester Pennsylvania USA 
654 Square Root Manufacturing Corp. Yonkers 3 New York USA 
654 Square Root Manufacturing Corp. Yonkers 3 New York USA 
654 Square Root Manufacturing Corp. Yonkers 3 New York USA 
654 Square Root Manufacturing Co. Yonkers 2 New York USA 
654 Square Root Manufacturing Co. Yonkers 2 New York USA 
655 J. A. Maurer, Inc. Long Island City 1 New York USA 
655 J. A. Maurer, Inc. Long Island City 1 New York USA 
655 J. A. Maurer, Inc. Long Island City 1 New York USA 
655 J. A. Maurer, Inc. Long Island City 1 New York USA 
656 Orsyd Company Detroit 10 Michigan USA 
656 Orsyd Company Detroit 10 Michigan USA 
656 Orsyd Company Detroit 10 Michigan USA 
656 Lotus Company Kowloon Hong Kong 
656 Lotus Company Howloon Hong Kong 
657 Lowell Metal Products Corp. St. Louis 7 Missouri USA 
657 Lowell Metal Products Corp. St. Louis 7 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
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657 Lowell Manufacturing Company St.Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis 17 Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
657 Lowell Manufacturing Company St. Louis Missouri USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Marion Illinois USA 
658 Sangamo Electric Company Marion Illinois USA 
658 Sangamo Electric Company Marion Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Components Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company, Electronic Products Division Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
658 Sangamo Electric Company Springfield Illinois USA 
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658 Sangamo Electric Company [1981S Springfield Illinois USA 
658 Sangamo Capacitor Division 1987 Picken South Carolina USA 
658 Cornell-Dubilier-Sangamo Components Division 1989 Pickens South Carolina USA 
658 Cornell-Dubilier-Sangamo Components Division 1994 Pickens South Carolina USA 
658 Cornell-Dubilier-Sangamo Components Division 1995 Pickens South Carolina USA 
658 Cornell Dubilier-Sangamo Components 1996 Pickens South Carolina USA 
658 Sangamo Capacitors 2001 PO Box 128 Pickens South Carolina USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 John R. Hollingsworth Corporation Clifton Heights Pennsylvania USA 
659 ESAM, Inc. 1989 Grants Pass Oregon USA 
659 ESAM, Inc. 1994 Grant Pass Oregon USA 
659 ESAM, Inc. 1995 Grant Pass Oregon USA 
659 ESAM, Inc. 1996 Grants Pass Oregon USA 
659 ESAM, Inc. 2001 P.O.Box 376 Grant Pass Oregon USA 
660 Electrical Assemblies, Inc. Grand Haven Michigan USA 
660 CAPCO, Inc. Grand Junction Colorado USA 
660 CAPCO, Inc. Grand Junction Colorado USA 
660 CAPCO, Inc. Grand Junction Colorado USA 
660 CAPCO, Inc. 1987 Grand Junction Colorado USA 
660 CAPCO, Inc. | 1989 Grand Junction Colorado USA 
660 CAPCO, Inc. 1994 Grand Junction Colorado USA 
660 CAPCO, Inc. 1995 Grand Junction Colorado USA 
660 CAPCO, Inc. 1996 Grand Junction Colorado USA 
660 CAPCO, Inc. 1997 Grand Junction Colorado USA 
660 CAPCO, Inc. 2001 Grand Junction Colorado USA 
661 Custom Coils, Inc. Alchester South Dakota USA 
661 Custom Coils, Inc. Alcester South Dakota USA 
661 Custom Coils, Inc. Alcester South Dakota USA 
661 Custom Coils, Inc. 1987 Alcester South Dakota USA 
661 Custom Coils, Inc. 1989 Alcester South Dakota USA 
661 Custom Coils, Inc. 1994 Alcester South Dakota USA 
661 Custom Coils, Inc. 1995 Alcester South Dakota USA 
661 Custom Coils, Inc. 1996 Alcester South Dakota USA 
661 Custom Coils, Inc. 1997 Alcester South Dakota USA 
661 Custom Coils, Inc. 1998 Alcester South Dakota USA 


661 Custom Coils, Inc. (a division of James Electronics) 1999 109 S. lowa, PO Box 348 Alcester South Dakota USA 
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661 Custom Coils, Inc. 2001 Box 338 Alcaster South Dakota USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Eason Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
662 Weller Electric Corporation Easton Pennsylvania USA 
663 Mercury Radio & Television Corp. Chicago 5 Illinois USA 
663 Amtron Corporation 1987 Santa Clara California USA 
663 Amtron Corporation 4989 Santa Clara California USA 
664 Ideal Machine Shop Bayshore, Long Island New York USA 
664 Urban Technologies, Inc. 1987 Fredonia New York USA 
664 Urban Technologies, Inc. | 1989 Fredonia New York USA 
664 Urban Technologies, Inc. 1994 Fredonia New York USA 
664 Urban Technologies, Inc. 1995 Fredonia New York USA 
664 Urban Technologies, Inc. 1996 Fredonia New York USA 
664 Urban Technologies, Inc. 1997 Fredonia New York USA 
664 Urban Technologies, Inc. 1998 Fredonia New York USA 
664 Urban Technologies, Inc. 2001 RD#1, 3451 Stone Quarr Fredonia New York USA 
665 Penn Transformer Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonto Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
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665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation Bellefonte Pennsylvania USA 
665 Penn Tran Corporation 1987 Wingate Pennsylvania USA 
665 Penn Tran Corporation 1989 j Wingate Pennsylvania USA 
665 Penn Tran Corporation 1994 Wingate Pennsylvania USA 
665 WinTron, Inc. 1995 Bellefonte Pennsylvania USA 
665 WinTron, Inc. 1996 Bellefonte Pennsylvania USA 
665 WinTron, Inc. 2001 250 Runville Road. Bellefonte Pennsylvania USA 
666 Winsted Division, Hudson Wire Company Winsted Connecticut USA 
666 Winsted Division, Hudson Wire Company Winsted Connecticut USA 
666 Winsted Division, Hudson Wire Company Winsted Connecticut USA 
666 Winsted Division, Hudson Wire Company Winsted Connecticut USA 
666 Winsted Division, Hudson Wire Company Winsted Connecticut USA 
667 Arcturus Electronics, Inc. Newark 4 New Jersey USA 
667 Arcturus Electronics, Inc. Newark 4 New Jersey USA 
668 Standard Electrical Products Co. Dayton 2 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton 3 Ohio USA 
668 Standard Electrical Products Co. Dayton Ohio USA 
668 Staco, Inc., Standard Electrical Products Div. Dayton Ohio USA 
668 Staco, Inc., Standard Electrical Products Div. Dayton Ohio USA 
668 Staco, Inc., Standard Electrical Products Div. Dayton Ohio USA 
668 Staco, Inc., Standard Electrical Products Div. Dayton Ohio USA 
668 Staco, Inc. Dayton Ohio USA 


668 Staco, Inc. Dayton Ohio USA 
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668 Staco, Inc. Dayton Ohio USA 
668 Staco, Inc. Dayton Ohio USA 
668 Staco, Inc. Dayton Ohio USA 
668 Staco, Inc. Dayton Ohio USA 
668 Staco, Inc. Dayton Ohio USA 
668 Staco Energy Products Co. 1987 Dayton Ohio USA 
668 Staco Energy Products Co. 1989 Dayton Ohio USA 
669 Advance Transformer Company Chicago 40 Illinois USA 
669 Advance Transformer Company Chicago 40 Illinois USA 
669 Elgin Electronics, Inc. Waterford Pennsylvania USA 
669 Elgin Electronics/Div. of Basic Inc. Waterford Pennsylvania USA 
669 Elgin Electronics/Div. of Basic Inc. Waterford Pennsylvania USA 
669 CE-Elgin Electronics 1987 Waterford Pennsylvania USA 
669 CE-Elgin Electronics 1989 Waterford Pennsylvania USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Belleville 9 New Jersey USA 
670 Glaser-Steers Corporation Newark 4 New Jersey USA 
670 Glaser-Steers Corporation Newark 4 New Jersey USA 
670 Glaser-Steers Corporation Newark 4 New Jersey USA 
670 Glaser-Steers, A Div. of Ametek, Inc. Newark 4 New Jersey USA 
670 Glaser-Steers, A Div. of Ametek, Inc. Newark 4 New Jersey USA 
670 Trimm Industries, Inc. 1989 ] N. Hollywood California USA 
670 Trimm Industries, Inc. 1994 N. Hollywood California USA 
670 Trimm Industries, Inc. 1995 N. Hollywood California USA 
670 Trimm Industries, Inc. 1996 Las Vegas Nevada USA 
671 S. M. A. Company Chicago 25 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 25 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 25 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 3 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 3 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 3 Illinois USA 
671 Lytle Engineering & Mfg. Co. Chicago 3 Illinois USA 
671 Lytle Engineering Co. Chicago 1 Illinois USA 
671 Lytle Corporation Chicago 1 Illinois USA 
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672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
672 Thomas Electronics, Inc. Passaic New Jersey USA 
673 Ampro Corporation Chicago 18 Illinois USA 
673 Ampro Corporation Chicago 18 Illinois USA 
673 IPM Development Engineering Group. St. Joseph Michigan USA 
673 IPM Development Engineering Group St. Joseph Michigan USA 
673 Tenva, Inc. Nogales Arizona USA 
674 Shoup Engineering Company Chicago 16 Illinois USA 
674 Shoup Engineering Company Chicago 16 Illinois USA 
674 Shoup Engineering Company Chicago 16 Illinois USA 
674 Shoup Engineering Company Chicago 4 Illinois USA 
674 Shoup Engineering Company Chicago 4 Illinois USA 
674 Shoup Engineering Company Chicago 4 Illinois USA 
674 Kenlab Industries, Inc. 1994 San Leandro California USA 
674 Kenlab Industries, Inc. 1995 San Leandro California USA 
674 Kenlab Industries, Inc. 1996 San Leandro California USA 
674 Kenlab Industries, Inc. 2001 14710 Wicks Blvd. San Leandro California USA 
675 Electronic Industries Inc. ~ 2 Springfield Ohio USA 
675 Electronic Industries Inc. Springfield Ohio USA 
675 Chip Supply, Inc. 1994 Orlando Florida USA 
675 Chip Supply, Inc. 1995 Orlando Florida USA 
675 Chip Supply, Inc. 1996 Orlando Florida USA 
675 Chip Supply, Inc. 1997 Orlando Florida USA 
675 Chip Supply, Inc. 1998 Orlando Florida USA 
675 Chip Supply, Inc. 1999 7725 N. Orange Blossom Orlando Florida USA 
675 Chip Supply, Inc. 2001 7725 North Orange Bloss Orlando Florida USA 
676 Penn Boiler and Burner Mfg. Corp. Lancaster Pennsylvania USA 
676 Penn Boiler and Burner Mfg. Corp. Lancaster Pennsylvania USA 
676 GFS Mfg. Co., Inc. Dover New Hampshire USA 
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676 GFS Mfg. Co., Inc. Dover New Hampshire USA 
676 GFS Mfg. Co., Inc. Dover New Hampshire USA 
676 GFS Mfg. Co., Inc. 1987 Dover New Hampshire USA 
676 GFS Mfg. Co., Inc. | 1989 Dover New Hampshire USA 
676 GFS Mfg. Co., Inc. 1994 Dover New Hampshire USA 
676 GFS Mfg. Co., Inc. 1995 Dover New Hampshire USA 
676 GFS Mfg. Co.,Inc. 1996 Dover New Hampshire USA 
676 GFS Manufacturing Company, Inc. 1997 Dover New Hampshire USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York 12 New York USA 
677 Rogers Electronic Corp. New York New York USA 
677 Rogers Electronic Corp. New York New York USA 
677 Aerovox M, Inc. Glasgow Kentucky USA 
677 Aerovox Aero M. Inc. Glasgow Kentucky USA 
677 Aerovox Aero M. Inc. Glasgow Kentucky USA 
677 Aerovox Aero M El Paso Texas USA 
677 Aerovox, Inc. New Bedford Massachusetts USA 
677 Aerovox, Inc. 740 Belleville Ave New Bedford Massachusetts USA 
677 Aerovox Inc., Glascow KY & Huntsville, AL 20 Aberdeen Drive Glasgow Kentucky USA 
678 Rhode Island Insulated Wire Co., Inc. Cranston Rhode Island USA 
678 Rhode Island Insulated Wire Co., Inc. Cranston Rhode Island USA 
678 Rhode Island Insulated Wire Co., Inc. Cranston Rhode Island USA 
678 Rhode Island Insulated Wire Co., Inc. Cranston Rhode Island USA 
678 Rhode Island Insulated Wire Co., Inc. Cranston Rhode Island USA 
678 Clarke Electronics Co. Portland Oregon USA 
678 Clarke Electronics Co. Portland Oregon USA 
678 Clarke Electronics Co. Portland Oregon USA 
678 Clarke Electronics Co. 1987 Portland Oregon USA 


678 Clarke Electronics Co. 1989 Portland Oregon USA 
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678 Clarke Electronics Co. 1994 Portland Oregon USA 
678 Clarke Electronics Co. 1995 Portland Oregon USA 
678 Clarke Electronics Co. 1996 Portland Oregon USA 
678 Clarke Electronics Co. 2001 2305 S.E. 9th Avenue Portland Oregon USA 
679 Tech-Master Products Company New York 13 New York USA 
679 Tech-Master Products Company New York 13 New York USA 
679 Tech-Master Products Company New York 13 New York USA 
679 Tech-Master Products Company New York 13 New York USA 
679 Tech-Master Corporation New York 13 New York USA 
679 Tech-Master Corporation New York 13 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn 1 New York USA 
679 Tech-Master Corporation Brooklyn New York USA 
679 Tech-Master Corporation Brooklyn New York USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac, Inc. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Glendora California USA 
680 Conrac Div., Giannini Controls Corp. Covina California USA 
680 Conrac Div., Conrac Corp. Covina California USA 
680 Conrac Div., Conrac Corp. Covina California USA 
680 Conrac Div., Conrac Corp. Covina California USA 
680 Conrac Div., Conrac Corp. Covina California USA 
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680 Conrac Div., Conrac Corp. Covina California USA 
680 Conrac Div., Conrac Corp. Covina California USA 
680 Conrac Corp., Display Products Group 1987 Covina California USA 
680 Conrac Corp., Display Products Group | 1989 Covina California USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga 5 Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 American Lava Corporation Chattanooga Tennessee USA 
681 3M Company, Electronic Products Div. St. Paul Minnesota USA 
681 3M Company, Electronic Products Div. St. Paul Minnesota USA 
681 3M Company, Electronic Products Div. St. Paul Minnesota USA 
681 3M Company, Electronic Products Div. 1987 St. Paul Minnesota USA 
681 3M Company, Electronic Products Div. | 1989 Austin Texas USA 
681 3M Company, Electronic Products Div. 1994 Austin Texas USA 
681 3M Company, Electronic Products Div. 1995 Austin Texas USA 
681 3M Company 1996 Saint Paul Minnesota USA 
681 3M Company 1997 Saint Paul Minnesota USA 
681 3M Company 1998 Saint Paul Minnesota USA 
681 3M Company, Electronic Products Div. 2001 3M Center 549-2N Saint Paul Minnesota USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 











Code Company/Manufacturer Year Address City State Country 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago 39 Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. Chicago Illinois USA 
682 Electrical Windings, Inc. 1987 Chicago Illinois USA 
682 Electrical Windings, Inc. | 1989 Chicago Illinois USA 
682 Electrical Windings, Inc. 1994 Chicago Illinois USA 
682 Electrical Windings, Inc. 1995 Chicago Illinois USA 
682 Electrical Windings, Inc. 1996 Chicago Illinois USA 
682 Electrical Windings, Inc. 1997 Chicago Illinois USA 
682 Electrical Windings 1998 Chicago Illinois USA 
682 Electrical Windings 1999 2015 N. Kolmar Ave. Chicago Illinois USA 
682 Electrical Windings, Inc. 2001 2015 N. Kolmar Avenue Chicago Illinois USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
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683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman. Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minnesota USA 
683 Wright Zimmerman, Inc. New Brighton Minn USA 
683 Keystone Electronics Corp. 1987 New York New York USA 
683 Keystone Electronics Corp. 1989 | New York New York USA 
683 Keystone Electronics Corp. 1994 New York New York USA 
683 Keystone Electronics Corp. 1995 New York New York USA 
683 Keystone Electronics Corp. 1996 Astoria New York USA 
683 Keystone Electronics Corp. 1997 Astoria New York USA 
683 Keystone Electronics Corp. 2001 31-07 20th Rd. Astonia New York USA 
684 Sarkes Tarzian, Inc. Bloomfield Indiana USA 
684 Sarkes Tarzian, Inc. Bloomfield Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 Sarkes Tarzian, Inc. Bloomington Indiana USA 
684 ST-Semicon, Inc. Bloomington Indiana USA 
684 ST-Semicon, Inc. Bloomington Indiana USA 





684 ST-Semicon, Inc. 1987 Bloomington Indiana USA 
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684 ST-Semiconductors of Indiana, Inc. 1989 Bloomington Indiana USA 
685 General Ceramics and Steatite Corp. Keasbey New Jersey USA 
685 General Ceramics and Steatite Corp. Keasbey New Jersey USA 
685 General Ceramics and Steatite Corp. Keasbey New Jersey USA 
685 Precision Components, Inc. Addison Illinois USA 
685 Precision Components, Inc. Addison Illinois USA 
685 Precision Components, Inc. Addison Illinois USA 
685 Precision Components, Inc. 1987 Addison Illinois USA 
685 Precision Components, Inc. 1989 Addison Illinois USA 
685 Precision Components, Inc. 1994 Wilmington Illinois USA 
685 Precision Components, Inc. 1995 Wilmington Illinois USA 
685 Precision Components, Inc. 1996 Addison Illinois USA 
685 Precision Components, Inc. 1997 Wilmington Illinois USA 
685 Precision Components, Inc. 1998 Wilmington Illinois USA 
685 Precision Components, Inc. 1999 125 E. Lake St. Suite 306 Wilmington Illinois USA 
685 Precision Components, Inc. 2001 47 West Fullerton St. Addison Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 H. S. Martin & Company Evanston Illinois USA 
686 Denron, Inc. 1989 San Jose California USA 
686 Denron, Inc. 1994 San Jose California USA 
686 Denron, Inc. 1995 San Jose California USA 
686 Denron, Inc. 1996 San Jose California USA 
686 Denron, Inc. 2001 2460 Kruse Drive San Jose California USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillbum Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillbum Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronic Products Co. Brooklyn 22 New York USA 
687 Hillbum Electronic Products Co. Brooklyn 22 New York USA 
687 Hillburn Electronics Corp. Brooklyn 22 New York USA 
687 Hillbum Electronics Corp. Brooklyn 22 New York USA 
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687 Onan Corporation, Power Electronics Div. 1987 Minneapolis Minnesota USA 
687 Onan Corporation, Power Electronics Div. 4989 | Minneapolis Minnesota USA 
687 Onan Corporation, Power Electronics Div. Minneapolis Minnesota USA 
687 Onan Corporation, Power Electronics Div. Minneapolis Minnesota USA 
687 ADC Telecommunications Minneapolis Minnesota USA 
688 Trad Television Corporation Asbury Park New Jersey USA 
688 Trad Television Corporation Asbury Park New Jersey USA 
688 Trad Television Corporation Asbury Park New Jersey USA 
688 Trad Television Corporation Asbury Park New Jersey USA 
688 Trad Television Corporation Asbury Park New Jersey USA 
688 Trad Electronics Corporation Asbury Park New Jersey USA 
688 Trad Electronics Corporation Asbury Park New Jersey USA 
688 Trad Electronics Corporation Asbury Park New Jersey USA 
688 Trad Electronics Corporation Asbury Park New Jersey USA 
689 Aladdin Radio Industries Chicago Illinois USA 
689 Aladdin Radio Industries Chicago Illinois USA 
689 Aladdin Radio Industries, Inc. Nashville Tennessee USA 
689 Aladdin Radio Industries, Inc. Nashville Tennessee USA 
689 Aladdin Radio Industries, Inc. Nashville 2 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville 10 Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 Aladdin Electronics, a Division of Aladdin Industries, Inc. Nashville Tennessee USA 
689 AIE, Div. of Vernitron Nashville Tennessee USA 
689 AIE, Div. of Vernitron Nashville Tennessee USA 





689 AIE Magnetics, Div. of Vernitron 1987 Nashville Tennessee USA 
689 AIE Magnetics, Div. of Vernitron 1989 Nashville Tennessee USA 
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690 Ticon Inc. Bridgeport Connecticut USA 
690 Ticon Inc. Bridgeport Connecticut USA 
690 Ticon Inc. Bridgeport Connecticut USA 
690 Trend Plastics 1994 San Jose California USA 
690 Trend Plastics 1996 San Jose California USA 
690 Trend Plastics 2001 1480 Atteberry Lane San Jose California USA 
691 Pioneer Electronics Corp. Salem Massachusetts USA 
691 SGS-Ates Semiconductor Corp. Waltham Massachusetts USA 
691 SGS-Ates Semiconductor Corp. Waltham Massachusetts USA 
691 SGS-Ates Semiconductor Corp. Waltham Massachusetts USA 
691 SGS Semiconductor Corp. 1987 Phoenix Arizona USA 
691 SGS-Thomson Microelectronics. 1989 7 Phoenix Arizona USA 
691 SGS-Thomson Microelectronics 1994 Phoenix Arizona USA 
691 SGS-Thomson Microelectronics 1995 Phoenix Arizona USA 
691 SGS-ATES Semiconductor Corp. 1996 Phoenix Arizona USA 
691 SGS-ATES Semiconductor Corp. 2001 1000 East Beil Rd. Phoenix Arizona USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) Mahwah New Jersey USA 
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692 CELCO (Constantine Engineering Laboratories Co.) [1981S Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 1987 Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 1989 Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 1994 Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 1995 Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 1996 Mahwah New Jersey USA 
692 CELCO (Constantine Engineering Laboratories Co.) 2001 70 Island Avenue Mahwah New Jersey USA 
693 Multi-Tron Laboratory Chicago 44 Illinois USA 
693 Multi-Tron Laboratory Chicago 44 Illinois USA 
693 Multi-Tron Laboratory Chicago 44 Illinois USA 
693 Multi- Tron Laboratory Chicago 44 Illinois USA 
693 Multi- Tron Laboratory Chicago 44 Illinois USA 
693 Multi- Tron Laboratory Chicago 44 Illinois USA 
693 Multi-Tron Laboratory, Inc. Chicago 44 Illinois USA 
693 Multi-Tron Laboratory, Inc. Chicago 44 Illinois USA 
693 Multi-Tron Laboratory, Inc. Westchester Illinois USA 
693 Multi-Tron Laboratory, Inc. Westchester Illinois USA 
693 Multi-Tron Laboratory, Inc. Westchester Illinois USA 
693 Multi-Tron Laboratory, Inc. Westchester Illinois USA 
693 Microchip Technology, Inc. Chandler Arizona USA 
694 Standard Electronics Corporation New York 18 New York USA 
694 Standard Electronics Corporation New York 18 New York USA 
694 Standard Electronics Corporation New York 18 New York USA 
694 Standard Electronics Corporation Newark 5 New Jersey USA 
694 Standard Electronics Corporation Newark 5 New Jersey USA 
694 Standard Electronics Corporation, Sub. of Dynamics Corp. of America Newark 5 New Jersey USA 
694 Standard Electronics Corporation, Sub. of Dynamics Corp. of America Newark 5 New Jersey USA 
694 Standard Electronics, Division of Radio Engineering Labs., Inc. Long Island City 1 New York USA 
694 Standard Electronics, Division of Radio Engineering Labs., Inc. Long Island City 1 New York USA 
694 Standard Electronics, Division of Radio Engineering Labs., Inc. Long Island City 1 New York USA 
694 Standard Electronics Corporation Freehold New Jersey USA 
694 Standard Electronics Corporation Freehold New Jersey USA 
694 Fansteel, Inc. N. Chicago Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
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695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company Highland Illinois USA 
695 Basler Electric Company 1987 Highland Illinois USA 
695 Basler Electric Company i 1989 Highland Illinois USA 
695 Basler Electric Company 1994 Highland Illinois USA 
695 Basler Electric Company 1995 Highland Illinois USA 
695 Basler Electric Company 1996 Highland Illinois USA 
695 Basler Electric Company 2001 1005 Olive Street Highland Illinois USA 
696 The Turner Company Cedar Rapids lowa USA 
696 The Turner Company Cedar Rapids lowa USA 
696 The Turner Company Cedar Rapids lowa USA 
696 The Turner Company Cedar Rapids lowa USA 
696 The Turner Company Cedar Rapids lowa USA 
696 The Turner Company Cedar Rapids lowa USA 
696 Coil-Tran Corp. Hobart Indiana USA 
696 Coil-Tran Corp. Hobart Indiana USA 
696 Coil-Tran Corp. Hobart Indiana USA 
696 Coil-Tran Corp. 1987 Hobart Indiana USA 
696 Coil-Tran Corp./Hobart Electronics 1989 Hobart Indiana USA 
696 Coil-Tran Corp./Hobart Electronics 1994 Hobart Indiana USA 
696 Coil-Tran Corp./Hobart Electronics 1995 Hobart Indiana USA 
696 Coil-Tran Corp. 1996 Hobart Indiana USA 
696 Coil-Tran Corp. 1997 Hobart Indiana USA 


696 Coil-Tran Corporation 1998 Hobart Indiana USA 
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696 Coil-Tran Corporation 1999 160 S. Illinois St. Hobart Indiana USA 
696 Coil-Tran Corp. 2001 7203 Grand Blvd. Route ! Hobart Indiana USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Worcester 8 Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Plastics Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
697 Phalo Corporation Shrewsbury Massachusetts USA 
698 Sheffco Manufacturing Co. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Co. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Co. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Co. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Corp. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Corp. Palisades Park New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
698 Sheffco Manufacturing Corp. Fairview New Jersey USA 
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699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Stamford Connecticut USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Keystone Electronics Company Newark 4 New Jersey USA 
699 Transmission Networks International, Inc. Knightsdale North Carolina USA 
699 Transmission Networks International, Inc. Knightdale North Carolina USA 
699 Transmission Networks International, Inc. Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1987 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1989 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1994 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1995 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1996 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1997 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 1998 Knightdale North Carolina USA 
699 Transmission Networks International, Inc. 2001 PO Box 334, Bethlehem | Knightdale North Carolina USA 
700 The Radion Corporation Chicago 22 Illinois USA 
700 The Radion Corporation Chicago 22 Illinois USA 
700 The Radion Corporation Chicago 22 Illinois USA 
700 The Radion Corporation Chicago 14 Illinois USA 
700 The Radion Corporation Chicago 14 Illinois USA 
700 The Radion Corporation Chicago 14 Illinois USA 
700 The Radion Corporation Chicago 14 Illinois USA 
700 The Radion Corporation Chicago 14 Illinois USA 
700 The Radion Corporation Crystal Lake Illinois USA 
700 The Radion Corporation Crystal Lake Illinois USA 
700 The Radion Corporation Crystal Lake Illinois USA 
700 The Radion Corporation Crystal Lake Illinois USA 
700 Electronic PrePress Systems, Inc. Billerica Massachusetts USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
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701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. Silver Creek New York USA 
701 Forbes & Wagner, Inc. 1987 Silver Creek New York USA 
701 Forbes & Wagner, Inc. ; 1989 Silver Creek New York USA 
701 Forbes & Wagner, Inc. 1994 Silver Creek New York USA 
701 Forbes & Wagner, Inc. 1995 Silver Creek New York USA 
701 Forbes & Wagner, Inc. 1996 Silver Creek New York USA 
701 Forbes & Wagner, Inc. 2001 345 Central Avenue Silver Creek New York USA 
702 Radio Apparatus Corporation Indianapolis 3 Indiana USA 
702 Radio Apparatus Corporation Indianapolis Indiana USA 
702 Radio Apparatus Corporation Indianapolis 4 Indiana USA 
702 Radio Apparatus Corporation Indianapolis 4 Indiana USA 
702 Radio Apparatus Corporation Indianapolis 26 Indiana USA 
703 Product Development Co., Inc. Arlington New Jersey USA 
703 Product Development Co., Inc. Arlington New Jersey USA 
703 Product Development Co., Inc. Arlington New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Kearny New Jersey USA 


703 Prodelin, Inc. Kearny New Jersey USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 
Code Company/Manufacturer Year Address City State Country 








703 Prodelin, Inc. Kearny New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
703 Prodelin, Inc. Hightstown New Jersey USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59. New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York 59 New York USA 
704 Cosmic Radio Corporation New York New York USA 
704 Cosmic Radio Corporation New York New York USA 
704 Cosmic Radio Corporation New York New York USA 
704 Cosmic Radio Corporation New York New York USA 
704 Cosmic Radio Corporation Bronx New York USA 
704 Cosmic Radio Corporation Bronx New York USA 
704 Cosmic Radio Corporation Bronx New York USA 
704 Cosmic Radio Corporation Bronx New York USA 
704 Cosmic Radio Corporation Bronx New York USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
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705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago 14 Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
705 Ajax Condenser Co., Inc. Chicago Illinois USA 
706 Pioneer Electronics Corporation Santa Monica California USA 
706 Pioneer Electronics Corporation Santa Monica California USA 
706 Pioneer Electronics Corporation Santa Monica California USA 
706 Pioneer Electronics Corporation Santa Monica California USA 
706 Pioneer Electronics Corporation Santa Monica California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
706 Pioneer Electronics Corporation Los Angeles 64 California USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
707 Anchor Electronics, Inc. Union City New Jersey USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
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708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Bell Sound Systems, Inc. Columbus 7 Ohio USA 
708 Grand / Coil Tech Div. / Grand Transformers, Inc. Grand Haven Michigan USA 
708 Grand / Coil Tech Div. / Grand Transformers, Inc. Grand Haven Michigan USA 
708 Grand Transformers, Inc./Specialty Magnetics Division 1987 Grand Haven Michigan USA 
708 Grand Transformers, Inc./Specialty Magnetics Division 1989 Grand Haven Connecticut USA 
708 Grand Transformers, Inc. 1994 - Ireland 
708 Grand Transformers, Inc. 1995 Ireland 
708 Grand Transformers, Inc. (GTI) 1996 Ireland 
708 Grand Transformers, Inc. (GTI) - Ireland 1997 Grand Haven Michigan USA 
708 Grand Transformers, Inc. (GTI) - Ireland 1998 Grand Haven Michigan USA 
708 Grand Transformers, Inc. (GTI) (Ireland location) 1999 1500 Marion Street Grand Haven Michigan USA 
708 Grand Transformers / Coiltech Div. 2001 1500 Marion Ave. Po Box Grand Haven Missouri USA 
709 The Rodefer Glass Company Bellaire Ohio USA 
709 The Rodefer Glass Company Bellaire Ohio USA 
709 The Rodefer Glass Company Bellaire Ohio USA 
709 The Rodefer-Gleason Glass Company Bellaire Ohio USA 
709 IMC Magnetics Corp., Florida Division 1989 Miami Lakes Florida USA 
710 Standard Condenser Co. Chicago 47 Illinois USA 
710 Standard Condenser Co. Chicago 47 Illinois USA 
710 Standard Condenser Co. Chicago 47 Illinois USA 
710 Standard Condenser Co. Chicago 47 Illinois USA 
710 Standard Condenser Co. Chicago 13 Illinois USA 
710 Standard Condenser Co. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago 13 Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
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710 Standard Condenser Corp. Chicago Illinois USA 
710 Standard Condenser Corp. Chicago Illinois USA 
711 Sampsel Time Control, Inc. Spring Valley Illinois USA 
711 Sampsel Time Control, Inc. Spring Valley Illinois USA 
711 Sampsel Time Control, Inc. Spring Valley Illinois USA 
711 Soreng Products Corporation Schiller Park Illinois USA 
711 Soreng Products Corporation Schiller Park Illinois USA 
711 Soreng Products Corporation Schiller Park Illinois USA 
711 Controls Company of America Schiller Park Illinois USA 
711 Controls Company of America Schiller Park Illinois USA 
711 Controls Company of America Schiller Park Illinois USA 
711 Controls Company of America Schiller Park Illinois USA 
711 Sentry Mfg. Co. Chickasha Oklahoma USA 
711 Sentry Mfg. Co. 1987 Chickasha Oklahoma USA 
711 Sentry Mfg. Co. 1989 Chickasha Oklahoma USA 
712 Control Corporation Minneapolis 14 Minnesota USA 
712 Control Corporation Minneapolis 14 Minnesota USA 
712 Control Corporation Minneapolis 14 Minnesota USA 
712 Elcom Corp. Guttenberg lowa USA 
712 Elcom Div./Cain Industrial Corp. Guttenberg Indiana USA 
712 Elcom Div./Cain Industrial Corp. Guttenberg Indiana USA 
712 Elcom Div./Cain Industrial Corp. 1987 Gutenberg lowa USA 
712 Elcom Div./Cain Industrial Corp. 1989 Gutenberg Indiana USA 
712 Elcom Div./Cain Industrial Corp. 1994 Gutenberg Indiana USA 
712 Elcom Div./Cain Industrial Corp. 1995 Gutenberg Indiana USA 
712 Elcom Div./Cain Industrial Corp. 1996 Gutenberg lowa USA 
712 Elcom Div./Cain Industrial Corp. 2001 1190 N. Bluff Rd. Guttenberg Indiana USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
713 Taylor Tubes, Inc. Chicago 47 Illinois USA 
714 General Vacuum Tube Corp. Ardsley New York USA 
714 General Vacuum Tube Corp. Ardsley New York USA 
714 General Vacuum Tube Corp. Ardsley New York USA 
714 Toko America, Inc. Skokie Illinois USA 
714 Toko America, Inc. Skokie Illinois USA 
714 Toko America, Inc. 1987 Mt. Prospect Illinois USA 


714 Toko America, Inc. 1989 Mt. Prospect Illinois USA 
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714 Toko America, Inc. 1994 Mt. Prospect Illinois USA 
714 Toko America, Inc. 1995 Mt. Prospect Illinois USA 
714 Toko America, Inc. 1996 Skokie Illinois USA 
714 Toko America, Inc. 1997 Mount Prospect Illinois USA 
714 Toko America, Inc. 1998 Mount Prospect Illinois USA 
714 Toko America, Inc. 1999 1250 Feehanville Road Mount Prospect Illinois USA 
714 Toko America, Inc. 2001 5520 West Touhy Avenue Skokie Illinois USA 
715 Technology Instrument Corporation Acton Massachusetts USA 
715 Technology Instrument Corporation Acton Massachusetts USA 
715 Technology Instrument Corporation Acton Massachusetts USA 
715 Technology Instrument Corporation Acton Massachusetts USA 
715 Communication Coil Co. Chicago Illinois USA 
715 Communication Coil Co. Chicago Illinois USA 
715 Communication Coil, Inc. Chicago Illinois USA 
715 Communication Coil, Inc. Chicago Illinois USA 
715 Communication Coil Co. Chicago Illinois USA 
715 Communication Coil Co. 2839 N.Narragansett Ave Chicago Illinois USA 
716 Rockwell Transformer Co. (Div. of Arrow Engineering Corp.) Chicago 31 Illinois USA 
716 Rockwell Transformer Co. (Div. of Arrow Engineering Corp.) Chicago 31 Illinois USA 
716 IMC Magnetics Corp. Port au Prince Haiti 
717 Arthur C. Ansley Manufacturing Co. Doylestown Pennsylvania USA 
717 Arthur Ansley Manufacturing Co. Doylestown Pennsylvania USA 
717 Arthur Ansley Manufacturing Co. Doylestown Pennsylvania USA 
717 Arthur Ansley Manufacturing Co. Doylestown Pennsylvania USA 
717 Arthur Ansley Manufacturing Co. Doylestown Pennsylvania USA 
717 Robins Industries Corp. Commack New York USA 
717 Robins Industries Corp. Commack New York USA 
717 Robins Industries Corp. Commack New York USA 
719 Carbonneau Industries, Inc. Grand Rapids 2 Michigan USA 
719 Carbonneau Industries, Inc. Grand Rapids 2 Michigan USA 
719 Carbonneau Industries, Inc. Grand Rapids 4 Michigan USA 
719 Carbonneau Industries, Inc. Grand Rapids 4 Michigan USA 
719 Carbonneau Industries, Inc. Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
719 Carbonneau Industries Grand Rapids 2 Michigan USA 
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719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 Carbonneau Industries Grand Rapids Michigan USA 
719 CARBONNEAU/ a div. of the Rockford Corp. 1987 Grand Rapids Michigan USA 
719 CARBONNEAU/ a div. of the Rockford Corp. 1989 Grand Rapids Michigan USA 
719 CARBONNEAU/ a div. of the Rockford Corp. 1994 Grand Rapids Michigan USA 
719 CARBONNEAU/ a div. of the Rockford Corp. 1995 Grand Rapids Michigan USA 
719 Carbonneau Industries, Inc. 1996 Grand Rapids Michigan USA 
719 Carbonneau Industries, Inc. 2001 609 Myrtle N.W. Grand Rapids Michigan USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 47 Illinois USA 
720 Methode Manufacturing Corp. Chicago 31 Illinois USA 
720 Methode Manufacturing Corp. Chicago 31 Illinois USA 
720 Methode Electronics, Inc. Chicago 31 Illinois USA 
720 Methode Electronics, Inc. Chicago 31 Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
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720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. Chicago Illinois USA 
720 Methode Electronics, Inc. 1987 Chicago Illinois USA 
720 Methode Electronics, Inc. | 1989 Chicago Illinois USA 
720 Methode Electronics, Inc. 1994 Chicago Illinois USA 
720 Methode Electronics, Inc. 1995 Chicago Illinois USA 
720 Methode Electronics, Inc. 1996 Chicago Illinois USA 
720 Methode Electronics, Inc. 1997 Chicago Illinois USA 
720 Methode Electronics, Inc. 1998 Chicago Illinois USA 
720 Methode Electronics, Inc. 1999 7444 W. Wilson Ave. Chicago Illinois USA 
720 Methode Electronics, Inc. 2001 7447 West Wilson Ave. Chicago Illinois USA 
721 Rollan Electric Co. Chicago 19 Illinois USA 
721 Rollan Electric Co. Chicago 19 Illinois USA 
721 Rollan Electric Co. Chicago 19 Illinois USA 
721 Rollan Electric Co. Chicago 19 Illinois USA 
721 Rollan Electric Co. Chicago 19 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago 20 Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Chicago Illinois USA 
721 Rollan Electric Co. Mt. Carmel Illinois USA 
721 Rollan Electric Co. Mt. Carmel Illinois USA 
721 Rollan Electric Co. Mt. Carmel Illinois USA 
721 Rollan Electric Co. 1987 Mt. Carmel Illinois USA 
721 Rollan Electric Co. 1989 Mt. Carmel Illinois USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
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722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee 4 Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Co. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Corp. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Corp. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Corp. Milwaukee Wisconsin USA 
722 Milwaukee Resistor Corp. Milwaukee Wisconsin USA 
723 Northwest Plastics, Inc. Saint Paul Minnesota USA 
723 Northwest Plastics, Inc. Saint Paul Minnesota USA 
723 Northwest Plastics, Inc. Saint Paul Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 1 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 1 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 1 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 7 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 7 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 7 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 7 Minnesota USA 
723 Northwest Plastics, Inc. St. Paul 7 Minnesota USA 
723 GC Electronics, Div. of Hydrometals, Inc. Rockford Illinois USA 
723 GC Electronics, Div. of Hydrometals, Inc. Rockford Illinois USA 
723 GC Electronics, Div. of Hydrometals, Inc. Rockford Illinois USA 
723 GC Electronics, Division of Hydrometals, Inc. Rockford Illinois USA 
723 GC THORSEN, A Household International Company Rockford Illinois USA 
723 GC THORSEN, A Household International Company Rockford Illinois USA 
723 GC THORSEN, A Household International Company Rockford Illinois USA 
723 GC Thorsen Rockford Illinois USA 
723 GC THORSEN, Div. Of Hydrometals, Inc. 400 S. Wyman Street Rockford Illinois USA 
724 Jeffers Electronics, Inc. Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
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724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company Dubois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company DuBois Pennsylvania USA 
724 Jeffers Electronics Division, Speer Carbon Company DuBois Pennsylvania USA 
724 Airco Sneer Electronic Components, DuBois Plant DuBois Pennsylvania USA 
724 Airco Speer Electronic Components, DuBois Plant DuBois Pennsylvania USA 
724 Airco Speer Electronic Components, DuBois Plant DuBois Pennsylvania USA 
724 Airco Speer Electronic Components, DuBois Plant DuBois Pennsylvania USA 
724 Airco Speer Electronic Components, DuBois Plant DuBois Pennsylvania USA 
724 Airco Electronics, Coil Plant Nogales Arizona USA 
724 Airco Electronics, Coil Plant Nogales Arizona USA 
724 Airco Electronics, Coil Plant Nogales Arizona USA 
724 Airco Electronics, Coil Plant Nogales Arizona USA 
724 Jeffers Electronics, Inc., Coil Plant Nogales Arizona USA 
724 Jeffers Electronics, Inc. Nogales Arizona USA 
724 Jeffers Electronics, Inc. Nogales Arizona USA 
725 Copperweld Steel Company Glassport Pennsylvania USA 
725 Copperweld Steel Company Glassport Pennsylvania USA 
725 Copperweld Steel Company Glassport Pennsylvania USA 
725 Copperweld Steel Company Glassport Pennsylvania USA 
725 Diversified Systems, Inc. (DSI) 1987 Indianapolis Indiana USA 
725 Diversified Systems, Inc. (DSI) 1989 Indianapolis Indiana USA 
725 Diversified Systems, Inc. (DSI) 1994 Indianapolis Indiana USA 
725 Diversified Systems, Inc. (DSI) 1995 Indianapolis Indiana USA 
725 Diversified Systems, Inc. 1996 Indianapolis Indiana USA 
725 Diversified Systems, Inc. 1997 Indianapolis Indiana USA 
725 Diversified Systems, Inc. 1998 Indianapolis Indiana USA 
725 Diversified Systems, Inc. 2001 6226 La Pas Trail Indianapolis Indiana USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
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726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Penn Television Products Co. Philadelphia 34 Pennsylvania USA 
726 Prestec Electronics, Ltd. 1994 Ottawa Canada 
726 Prestec Electronics, Ltd 1995 Ottawa Canada 
726 Prestec Electronics Ltd. 1996 Ottawa Ontario Canada 
726 Prestec Electronics, Ltd. 2001 1386 Star Top Road Ottawa Ontario Canada 
727 Rieder Bros. Philadelphia 34 Pennsylvania USA 
727 Rieder Bros. Philadelphia 34 Pennsylvania USA 
727 National Electric Cable, Inc. 1989 Elk Grove Village Illinois USA 
727 National Electric Cable, Inc. 1994 Bensenville Illinois USA 
727 National Electric Cable, Inc. 1995 Bensenville Illinois USA 
727 National Electric Cable, Inc. 1996 Elk Grove Village Illinois USA 
727 National Electric Cable, Inc. 2001 1730 Elmhurst Road Elk Grove Village Illinois USA 
728 Homecraft Mfg. Corporation Newark 5 New Jersey USA 
728 Homecraft Mfg. Corporation Newark 5 New Jersey USA 
728 NCR Corp., Microelectronic Products Division 1994 Colorado Springs Colorado USA 
728 NCR Corp., Microelectronic Products Division 1995 Colorado Springs Colorado USA 
728 NCR Corp., Microelectronic Products Division 1996 Colorado Springs Colorado USA 
728 NCR Corp. 2001 1635 Aeroplaza Drive Colorado Springs Colorado USA 
729 The American Woodworking Co. West Haven 16 Connecticut USA 
729 The American Woodworking Co. West Haven 16 Connecticut USA 
729 The American Woodworking Co. West Haven 16 Connecticut USA 
729 The American Woodworking Co. West Haven 16 Connecticut USA 
729 Paso Sound Products, Inc. New York New York USA 
729 Paso Sound Products, Inc. New York New York USA 
729 Paso Sound Products, Inc. 1987 New York New York USA 
729 Paso Sound Products, Inc. 1989 New York New York USA 
730 Jersey Specialty Co., Inc. Little Falls New Jersey USA 
730 Jersey Specialty Co., Inc. Little Falls New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Mountainview New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 


730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
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730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
730 Jersey Specialty Co., Inc. Wayne New Jersey USA 
731 Central Transformer Company Chicago 7 Illinois USA 
731 Matrix Instruments, Inc. Northvale New Jersey USA 
731 Matrix Instruments, Inc. Northvale New Jersey USA 
731 Matrix Instruments, Inc. 1987 Northvale New Jersey USA 
731 Matrix Instruments, Inc. 1989 | Northvale New Jersey USA 
731 Matrix Instruments, Inc. 1994 Northvale New Jersey USA 
731 Matrix Instruments, Inc. 1995 Northvale New Jersey USA 
731 Matrix Instruments, Inc. 1996 Northvale New Jersey USA 
731 Matrix Instruments, Inc. 2001 230 Pegasus Ave. Northvale New Jersey USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Corporation Chicago 13 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago 18 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago 18 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co.. Inc. Chicago 18 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago 18 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. 903 Chicago 18 Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
732 Radio Materials Company, Div. P. R. Mallory & Co., Inc. Chicago Illinois USA 
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733 Alpha Metals, Inc. Brooklyn 1 New York USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City 4 New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. Jersey City New Jersey USA 
733 Alpha Metals, Inc. 600 Route 440 Jersey City New Jersey USA 
734 Fretco Television Company Pittsburgh 19 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Fretco, Inc. Pittsburgh 13 Pennsylvania USA 
734 Ovonic Battery Co. 1987 Troy Michigan USA 
734 Ovonic Battery Co. 1989 Troy Michigan USA 
734 Ovonic Battery Co. 1994 Troy Michigan USA 


734 Ovonic Battery Co. 1995 Troy Michigan USA 
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734 Ovonic Battery Co. 1996 Troy Michigan USA 
734 Ovonic Battery Co. 2001 1826 Northwood Troy Michigan USA 
735 The Formatic Company Naugatuck Connecticut USA 
735 The Formatic Company Naugatuck Connecticut USA 
735 The Formatic Company Naugatuck Connecticut USA 
735 The Formatic Company Naugatuck Connecticut USA 
735 General Electric Co., Power Supply Operations 1987 Fort Wayne Indiana USA 
735 General Electric Co., Power Supply Operations 1989 Fort Wayne Indiana USA 
735 General Electric Co., Power Supply Operations 1994 Fort Wayne Indiana USA 
735 General Electric Co., Power Supply Operations 1995 Fort Wayne Indiana USA 
735 General Electric Co./Power Supply Operations 1996 Fort Wayne Indiana USA 
735 General Electric Co., Power Supply Operations 2001 1701 College Street Fort Wayne Indiana USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Paul & Beekman, Inc. Philadelphia 40 Pennsylvania USA 
736 Allegro MicroSystems, Inc. (formerly Sprague Semiconductor Group) 1994 Worcester Massachusetts USA 
736 Allegro Microsystems, Inc., (formerly Sprague Semiconductor Group) 1995 Worcester Massachusetts USA 
736 Allegro Microsystems, Inc. 1996 Worcester Massachusetts USA 
736 Allegro Microsystems, Inc. 1997 Worcester Massachusetts USA 
736 Allegro Microsystems, Inc. 1998 Worcester Massachusetts USA 
736 Allegro Microsystems, Inc. 1999 115 NE Cutoff/MS 665 Bc Worcester Massachusetts USA 
736 Allegro Microsystems, Inc. 2001 363 Plantation Street Worcester Massachusetts USA 
737 Technical Appliance Corporation Sherburne New York USA 
737 Technical Appliance Corporation Sherburne New York USA 
737 Technical Appliance Corporation Sherburne New York USA 
737 Technical Appliance Corporation Sherburne New York USA 
737 Technical Appliance Corporation Sherburne New York USA 
737 Technical Appliance Corporation Sherbourne New York USA 
737 Galgon Industries 1994 Fremont California USA 
737 Galgon Industries 1995 Fremont California USA 
737 Galgon Industries 1996 Fremont California USA 
737 Galgon Industries 2001 37399 Centralmont Place Fremont California USA 
738 Lewis and Kaufman, Inc. Los Gatos California USA 
738 Lewis and Kaufman, Ltd. Los Gatos California USA 
738 Lewis and Kaufman, Ltd. Los Gatos California USA 
738 Lewis and Kaufman, Ltd. Los Gatos California USA 
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738 Lewis and Kaufman, Ltd. Los Gatos California USA 
738 Lewis and Kaufman, Ltd. Los Gatos California USA 
738 Lewis and Kaufman, Ltd. Los Gatos California USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
739 Oak Electronics Co. Buffalo 3 New York USA 
740 Olympic Metal Products Co., Inc. New York 7 New York USA 
740 Olympic Metal Products Co., Inc. Alpha New Jersey USA 
740 Olympic Metal Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Metal Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Metal Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Olympic Products Co., Inc. Alpha 1 New Jersey USA 
740 Feller Neumayer Corp. 1994 Somerset New Jersey USA 
740 Feller Neumayer Corp. 1995 Somerset New Jersey USA 
740 Feller Neumayer Corp. 1996 Somerset New Jersey USA 
741 The Whitney Blake Company New Haven 14 Connecticut USA 
741 The Whitney Blake Company New Haven 14 Connecticut USA 
741 The Whitney Blake Company New Haven 14 Connecticut USA 
741 The Whitney Blake Company New Haven 14 Connecticut USA 
741 Tri-tec Engineering 1989 Gardenia California USA 
741 Tri-tec Engineering 2001 14500 S.Broadway Gardena California USA 
742 Esquire Radio Corporation Brooklyn 2 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 























Code Company/Manufacturer Year Address City State Country 
742 Esquire Radio Corporation | Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn 19 New York USA 
742 Esquire Radio Corporation Brooklyn New York USA 
742 Esquire Radio Corporation Brooklyn New York USA 
742 Esquire Radio Corporation Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. 1987 Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. 1989 Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. 1994 Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. 1995 Brooklyn New York USA 
742 Esquire Radio & Electronics Inc. 1996 Brooklyn New York USA 
742 Esquire Radio & Electronics, Inc. 2001 4100 1st Ave. Brooklyn New York USA 
743 Madisco, Inc. Philadelphia 24 Penna. USA 
743 Madisco, Inc. Philadelphia 40 Penna. USA 
743 Quik-Chek Corp. Philadelphia 41 Penna. USA 
743 Quik-Chek Corp. Philadelphia 44 Penna. USA 
743 Quik-Chek Corp. Philadelphia 44 Penna. USA 
743, Quik-Chek Corp. Philadelphia 44 Penna. USA 
743 Quik-Chek Electronics & Photo Corp. Philadelphia 44 Penna. USA 
743 Cherry Semiconductor Corp. 1994 East Greenwich Rhode Island USA 
743, Cherry Semiconductor Corp. 1995 East Greenwich Rhode Island USA 
743 Cherry Semiconductor Corp. 1996 East Greenwich Rhode Island USA 
743 Cherry Semiconductor Corp. 2001 2000 S. County Trail East Greenwich Rhode Island USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
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744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City New York USA 
744 Hughes Aircraft Company Culver City New York USA 
744 Hughes Aircraft Company Culver City New York USA 
744 Hughes Aircraft Company Culver City New York USA 
744 Hughes Aircraft Company Culver City New York USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company Culver City California USA 
744 Hughes Aircraft Company 1987 El Segundo California USA 
744 General Motor Hughes Electronics 1989 El Segundo California USA 
744 General Motor Hughes Electronics 1994 El Segundo California USA 
744 General Motor Hughes Electronics 1995 El Segundo California USA 
744 General Motor Hughes Electronics Company 1996 Culver City California USA 
744 General Motor Hughes Company 2001 Florence @ Teal St. Culver City California USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Manufacturing Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago 26 Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
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745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Chicago Illinois USA 
745 Tempel Steel Company Niles Illinois USA 
745 Tempel Steel Company 1987 Niles Illinois USA 
745 Tempel Steel Company 1989 Niles Illinois USA 
746 L. H. Frost & Co. Grand Rapids 2 Michigan USA 
746 L. H. Frost & Co. Grand Rapids 2 Michigan USA 
746 L. H. Frost & Co. Grand Rapids 2 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids 8 Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
746 L. H. Frost & Co., Inc. Grand Rapids Michigan USA 
747 Altair Corporation New York 13 New York USA 
748 Russell Speaker Company Chicago 29 Illinois USA 
748 Russell Speaker Company Chicago 29 Illinois USA 
748 Russell Speaker Company Chicago 29 Illinois USA 
748 Russell Speaker Company Chicago 29 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
748 Russell Speaker Company Chicago 21 Illinois USA 
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748 Russell Speaker Company 1963 Chicago 21 Illinois USA 
748 Russell Speaker Company g Chicago Illinois USA 
748 Russell Speaker Company Chicago Illinois USA 
748 Russell Speaker Company Chicago Illinois USA 
748 Russell Speaker Company Chicago Illinois USA 
748 Russell Sneaker Company Chica Illinois USA 
748 Acacia Sales Sunnyvale California USA 
748 Acacia Sales 1989 Sunnyvale California USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc., Sub., Eitel-McCullough, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics, Inc. Geneva Illinois USA 
749 National Electronics. Inc. Geneva Illinois USA 
749 National Electronics/A Varian Division Geneva Illinois USA 
749 National Electronics/A Varian Division Geneva Illinois USA 
749 National Electronics/A Varian Division Geneva Illinois USA 
749 National Electronics/A Varian Division Geneva Illinois USA 
749 National Electronics/A Varian Division 1987 Geneva Illinois USA 
749 National Electronics, Inc., A Div. of Richardson Electronics 1989 La Fox Illinois USA 
749 National Electronics, Inc., or RF Gain, Ltd., Div. of Richardson Electronics, Ltd. 1994 La Fox Illinois USA 
749 National Electronics, Inc., or RF Gain, Ltd., Div. of Richardson Electronics, Ltd. 1995 La Fox Illinois USA 
749 National Electronics, Inc., Div. of Richardson Electronics, Ltd. 1996 LaFox Illinois USA 
749 Richardson Electronics, Ltd. 2001 40 W 267 Keslinger Rd. LaFox Illinois USA 


750 Mosley Electronics Overland 14 Missouri USA 
750 Mosley Electronics Overland 14 Missouri USA 
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750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. St. Louis 14 Missouri USA 
750 Mosley Electronics, Inc. Bridgeton Missouri USA 
750 Special Tantalum Component Corp. El Paso Texas USA 
750 Special Tantalum Component Corp. El Paso Texas USA 
750 Special Tantalum Component Corp. El Paso Texas USA 
750 Special Tantalum Component Corp. 1987 El Paso Texas USA 
750 Special Tantalum Component Corp. 1989 El Paso Texas USA 
750 Special Tantalum Component Corp. 2001 4749 Osborne Drive El Paso Texas USA 
751 Special Products Division, Essex Wire Corporation 19520 Chicago 41 Illinois USA 
751 Midcom Technology, Inc., A Div. of Midcom Group 1994 Watertown South Dakota USA 
751 Midcom Technology, Inc., A Div. of Midcom Group 1995 Watertown South Dakota USA 
751 Midcom Technology, Inc., a Div. of Midcom Group 1996 Watertown South Dakota USA 
751 Midcom Technology, Inc.;a Division of Midcom Group 1997 Watertown South Dakota USA 
751 Midcom, A Div. of Midcom Group 2001 121 Airport Drive, PO Bo) Watertown South Dakota USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. Brooklyn 15 New York USA 
752 Electronic Devices, Inc. New Rochelle New York USA 
752 Electronic Devices, Inc. New Rochelle New York USA 
752 Electronic Devices, Inc. New Rochelle New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
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752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. Yonkers New York USA 
752 Electronic Devices, Inc. 1987 Yonkers New York USA 
752 Electronic Devices, Inc. 1989 a Yonkers New York USA 
752 Electronic Devices, Inc. 1994 Yonkers New York USA 
752 Electronic Devices, Inc. 1995 Yonkers New York USA 
752 Electronic Devices, Inc. 1996 Yonkers New York USA 
752 Electronic Devices, Inc. 2001 21 Gray Oaks Avenue Yonkers New York USA 
753 Redmond Company, Inc. Owosso Michigan USA 
753 Redmond Company, Inc. Owosso Michigan USA 
754 Permaglass, Inc. Genoa Ohio USA 
754 Permaglass, Inc. Genoa Ohio USA 
754 Permaglass, Inc. Genoa Ohio USA 
755 Electronic Expediters Chicago 1 Illinois USA 
755 Electronic Expediters Chicago 1 Illinois USA 
755 The Forest Electric Co. 1987 Melrose Park Illinois USA 
755 The Forest Electric Co. ) 1989 Melrose Park Illinois USA 
755 The Forest Electric Co. 1994 Melrose Park Illinois USA 
755 The Forest Electric Co. 1995 Melrose Park Illinois USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Universal Company High Point North Carolina USA 
756 Lamptronix Co., Ltd. Crystal Lake Illinois USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j{@reverb.is 


| Code Company/Manufacturer Year Address City State Country 











757 Grand Transformers, Inc. 1963 Grand Haven Michigan USA 
757 Grand Transformers, Inc. 19 Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers. Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand/Grand Haven, Div. of Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand/Grand Haven, Div. of Grand Transformers, Inc. Grand Haven Michigan USA 
757 Grand/Grand Haven, Div. of Grand Transformers, Inc. 1987 Grand Haven Michigan USA 
757 Grand/Grand Haven, Div. of Grand Transformers, Inc. j 1989 Grand Haven Michigan USA 
757 Grand/Grand Haven 1994 Grand Haven Michigan USA 
757 Grand/Grand Haven 1995 Grand Haven Michigan USA 
757 Grand Transformers, Inc. (GTI) 1996 Grand Haven Michigan USA 
757 Grand Transformers, Inc. (GTI) 1997 Grand Haven Michigan USA 
757 Grand Transformers, Inc. (GTI) 1998 Grand Haven Michigan USA 
757 Grand Transformers, Inc. (GTI) 1999 1500 Marion Street Grand Haven Michigan USA 
757 Grand Transformers, Inc. 2001 226 1/2 Washington Stree Coloma Michigan USA 
758 The Electrometric Co. Woodstock Illinois USA 
758 The Electrometric Co. Woodstock Illinois USA 
758 The Electrometric Co. Woodstock Illinois USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
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758 Whitewater Electronics, Inc. Whitewater Wisconsin USA 
759 Grayburne Corporation New York 13 New York USA 
759 Grayburne Corporation Yonkers New York USA 
759 EECO, Inc. 1987 Santa Ana California USA 
759 EECO, Inc. 1989 Santa Ana California USA 
760 Co-Operative Industries, Inc. Chester New Jersey USA 
760 Co-Operative Industries, Inc. Chester New Jersey USA 
760 Co-Operative Industries, Inc. Chester New Jersey USA 
760 Co-Operative Industries, Inc. Chester New Jersey USA 
760 Co-Operative Industries, Inc. Chester New Jersey USA 
760 Marcon America Corp. Northbrook Illinois USA 
760 Marcon America Corp. Northbrook Illinois USA 
760 Marcon America Corp. 1987 Northbrook Illinois USA 
760 Marcon America Corp. | 1989 Vernon Hills Illinois USA 
760 Toshiba Marcon Electronics America Corp. 1994 Vernon Hills Illinois USA 
760 Toshiba Marcon Electronics America Corp. 1995 Vernon Hills Illinois USA 
760 Toshiba Marcon America Corporation 1996 Vernon Hills Illinois USA 
760 Toshiba 2001 998 Forest Edge Drive Vernon Hills Illinois USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Bloomfield New Jersey USA 
761 Planet Manufacturing Corp. Nutley New Jersey USA 
761 Planet Manufacturing Corp. Nutley New Jersey USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
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762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Erca Tool Die & Stamping Co. Brooklyn 22 New York USA 
762 Interconnection, Inc. San Jose California USA 
763 Electronics & Nucleonics, Inc. New York 1 New York USA 
763 Electronics & Nucleonics, Inc. New York 1 New York USA 
763 Piezo Technology Orlando Florida USA 
763 Piezo Technology Orlando Florida USA 
763 Piezo Technology 1987 Orlando Florida USA 
763 Piezo Technology 1989 Orlando Florida USA 
763 Piezo Technology 2001 P.O. Box #7859 Orlando Florida USA 
764 The Danbury Transformer Corp. 1952 Danbury Connecticut USA 
764 Xicor, Inc. 1987 Milpitas California USA 
764 Xicor, Inc. 1989 Milpitas California USA 
764 Xicor, Inc. 1994 Milpitas California USA 
764 Xicor, Inc. 1995 Milpitas California USA 
764 Xicor,Inc. 1996 Milpitas California USA 
764 Xicor, Inc. 1997 Milpitas California USA 
764 Xicor, Inc. 2001 851 Buckeye Court Milpitas California USA 
765 Videon Electronic Corporation Indianapolis 4 Indiana USA 
765 Videon Electronic Corporation Indianapolis 4 Indiana USA 
765 Videon Electronic Corporation Indianapolis 4. Indiana USA 
765 Soundolier, Div. of American Trading & Production Corp. 1987 St. Louis Missouri USA 
766 Haydon Products Corp. Brooklyn 15 New York USA 
766 Haydon Products Corp. Brooklyn 15 New York USA 
766 Integrated Device Technology, Inc. 1994 Santa Clara California USA 
766 Integrated Device Technology, Inc. 1995 Santa Clara California USA 
766 Integrated Device Technology, Inc. 1996 Santa Clara California USA 
766 Integrated Device Technology, Inc. 1997 Santa Clara California USA 
766 Integrated Device Technology, Inc. 2001 3236 Scott Blvd. Santa Clara California USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
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767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Quincy Speaker Manufacturing Corp. Quincy Illinois USA 
767 Corcom, Inc. 1989 Libertyville Illinois USA 
768 Crest Laboratories, Inc. Rockaway Beach 93 New York USA 
768 Crest Laboratories, Inc. Rockaway Beach 93 New York USA 
768 Crest Laboratories, Inc. Rockaway Beach 93 New York USA 
768 Microtran Company Division, Crest Laboratories, Inc. Rockaway Beach 93 New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company, Inc. Valley Stream, L. |. New York USA 
768 Microtran Company, Inc. Valley Stream, L.I. New York USA 
768 Microtran Company. Inc. Valley Stream New York USA 
768 Microtran Company, Inc. Valley Stream New York USA 
768 Microtran Company. Inc. Valley Stream New York USA 
768 Microtran Company, Inc. Valley Stream New York USA 
768 Microtran Company, Inc. Valley Stream New York USA 
768 Microtran Co., Inc. Valley Stream New York USA 
768 Microtran Co., Inc. Valley Stream New York USA 
768 Microtran Co., Inc. Valley Stream New York USA 
768 Microtran Co., Inc. 1987 Valley Stream New York USA 
768 Microtran Co., Inc. 1989 Valley Stream New York USA 
768 Microtran Co., Inc. 1994 Valley Stream New York USA 
768 Microtran Co., Inc. 1995 Valley Stream New York USA 
768 Microtran Company 1996 Valley Stream New York USA 
768 Microtran Co., Inc. 2001 Valley Stream New York USA 


769 National Electric Products Corp. Pittsburgh 30 Pennsylvania USA 
769 National Electric Products Corp. Pittsburgh 30 Pennsylvania USA 
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769 National Electric Products Corp. as Pittsburgh 22 Pennsylvania USA 
769 National Electric Products Corp. Pittsburgh 22 Pennsylvania USA 
769 Silicon General, Inc. 1989 Garden Grove California USA 
769 Linfinity Microelectronics Inc. 1994 Garden Grove California USA 
769 Linfinity Microelectronics, Inc. 1996 Garden Grove California USA 
769 Linfinity Microelectronics, Inc. 1997 Garden Grove California USA 
769 Linfinity Microelectronics, Inc. 1998 Garden Grove California USA 
769 Linfinity Microelectronics, Inc. 1999 11861 Western Ave. Garden Grove California USA 
769 Linfinity Microelectronics, Inc. 2001 11861 Western Avenue Garden grove California USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford Indiana USA 
770 Stone City Machine & Tool Co. Bedford* Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products Co. Bedford Indiana USA 
770 Stone City Products, Inc. Bedford Indiana USA 
770 Stone City Products, Inc. Bedford Indiana USA 
770 Stone City Products, Inc. Bedford Indiana USA 
770 Stone City Products, Inc. 1987 Bedford Indiana USA 
770 Stone City Products, Inc. 1989 Bedford Indiana USA 
770 Stone City Products, Inc. 2001 Bedford Indiana USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
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771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Inc. Santa Barbara California USA 
771 Penta Laboratories, Sub. Raytheon Santa Barbara California USA 
771 Penta Laboratories, Sub. Raytheon Santa Barbara California USA 
771 Penta Laboratories, Sub. Raytheon Santa Barbara California USA 
771 Penta Laboratories, Sub. Raytheon Santa Barbara California USA 
772 Muntz TV, Inc. Chicago 13 Illinois USA 
772 Muntz TV, Inc. Chicago 13 Illinois USA 
772 Muntz TV, Inc. Chicago 13 Illinois USA 
772 Muntz TV, Inc. Chicago 13 Illinois USA 
772 Muntz TV, Inc. Wheeling Illinois USA 
772 Muntz TV, Inc. Wheeling Illinois USA 
772 Muntz TV, Inc. Wheeling Illinois USA 
772 Muntz TV, Inc. Wheeling Illinois USA 
772 Muntz TV, Inc. Wheeling Illinois USA 
772 Television Manufacturers of America Co. Wheeling Illinois USA 
772 Television Manufacturers of America Co. Wheeling Illinois USA 
772 Television Manufacturers of America Co. Wheeling Illinois USA 
772 Television Manufacturers of America Co. Wheeling Illinois USA 
772 Television Manufacturers of America Co. Wheeling Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Forest Park Illinois USA 
773 The Forest Electric Company Melrose Park Illinois USA 
773 The Forest Electric Company Melrose Park Illinois USA 
773 The Forest Electric Company Melrose Park Illinois USA 
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773 The Forest Electric Company Melrose Park Illinois USA 
773 The Forest Electric Company Melrose Park Illinois USA 
773 American Precision Industries, Components Group East Aurora New York USA 
773 American Precision Industries, Components Group East Aurora New York USA 
773 American Precision Industries, Components Group East Aurora New York USA 
774 Macon Electronics, Div. of York Radio & Television Corp. Decatur Illinois USA 
774 Macon Electronics, Div. of York Radio & Television Corp. Decatur Illinois USA 
774 Macon Electronics, Div. of York Radio & Television Corp. Warrenburg Illinois USA 
775 Electro-Mechanical Products Corp. Riverhead New York USA 
775 Electro-Mechanical Products Corp. Riverhead New York USA 
775 Electro-Mechanical Products Corp. Riverhead New York USA 
775 Electro-Mechanical Products Corp. Riverhead New York USA 
775 International Importers, Inc. Chicago Illinois USA 
775 Rubycon America, Inc. Northbrook Illinois USA 
775 Rubycon America, Inc. 1987 Gurnee Illinois USA 
775 Rubycon America, Inc. 1989 Gurnee Illinois USA 
775 Rubycon America, Inc. 1994 Gurnee Illinois USA 
775 Rubycon America, Inc. 1995 Gurnee Illinois USA 
775 Rubycon America, Inc. 1996 Jurnee Illinois USA 
775 Rubycon America, Inc. 2001 4293 Lee Ave. Gurnee Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 12 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 23 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 23 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 23 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago 23 Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
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776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. Chicago Illinois USA 
776 Ogden Coil & Transformer Co. 1987 Chicago Illinois USA 
776 Ogden Coil & Transformer Co. 1989 Chicago Illinois USA 
776 Ogden Coil & Transformer Co. 1994 Chicago Illinois USA 
776 Ogden Coil & Transformer Co. 1995 Chicago Illinois USA 
776 Ogden Coil & Transformer Company 1996 Chicago Illinois USA 
776 Ogden Coil & Transformer Co. 2001 2120-2138 West Carroll £ Chicago Illinois USA 
777 Laidman & Company Chicago 22 Illinois USA 
777 Laidman & Company Chicago 22 Illinois USA 
777 Tran Spectra, Inc. Greenfield Tennessee USA 
777 Tran Spectra, Inc. Greenfield Tennessee USA 
777 Tran Spectra, Inc. Greenfield Tennessee USA 
777 Tran Spectra, Inc. Greenfield Tennessee USA 
777 Tran Spectra, Inc. Greenfield Tennessee USA 
777 Tran Spectra, Inc. 1987 Greenfield Tennessee USA 
777 Tran Spectra, Inc. 1989 Greenfield Tennessee USA 
777 Tran Spectra, Inc. 1994 Greenfield Tennessee USA 
777 Tran Spectra, Inc. 1995 Greenfield Tennessee USA 
778 Rego Insulated Wire Co. Hoboken New Jersey USA 
778 Rego Insulated Wire Co. Hoboken New Jersey USA 
778 Bradford Electronics, Div. of Vishay Intertechnology, Special Film Division 1989 Robbinsville North Carolina USA 
778 Dale Electronics, Div. of Vishay Intertechnology, Special Film Division 1994 Bradford Pennsylvania USA 
778 Dale Electronics, Div. of Vishay Intertechnology, Special Film Division 1995 Bradford Pennsylvania USA 
778 Dale Electronics, Div. of Vishay Intertechnology, Special Film Div. 1996 Bradford Pennsylvania USA 
778 Dale Electronics, Special Film Division 2001 PO Box 1179 Robbinsville North Carolina USA 
779 Custom Parts Corporation Mattituck New York USA 
779 Custom Parts Corporation Mattituck New York USA 
779 Custom Parts Corporation Mattituck New York USA 
779 Fujitsu America, Inc. Lake Bluff Illinois USA 
779 Fujitsu America, Inc. Lake Bluff Illinois USA 
779 Fujitsu Component of America, Inc. Santa Clara California USA 
779 Fujitsu America, Inc. Lake Bluff Illinois USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
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780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City New York USA 
780 DeJur-Amsco Corporation Long Island City 1 New York USA 
780 DeJur-Amsco Corporation 1 Long Island City 1 New York USA 
780 Colorado Crystal Corp. 1987 Loveland Colorado USA 
780 Colorado Crystal Corp. 1989 Loveland Colorado USA 
780 Colorado Crystal Corp. 1994 Loveland Colorado USA 
780 Colorado Crystal Corp. 1995 Loveland Colorado USA 
780 Colorado Crystal Corp. 1996 Loveland Colorado USA 
780 Colorado Crystal Corp. 2001 2303 West 8th Street Loveland Colorado USA 
781 Vacuum Tube Products Oceanside California USA 
781 Vacuum Tube Products Oceanside California USA 
781 Vacuum Tube Products Oceanside California USA 
781 Vacuum Tube Products Co., Inc. Oceanside California USA 
781 Vacuum Tube Products Co., Inc. Oceanside California USA 
781 Vacuum Tube Products Co., Inc. Oceanside California USA 
781 Vacuum Tube Products Co., Inc. Oceanside California USA 
782 Spencer Kennedy Laboratories, Inc. Cambridge 39 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Cambridge 39 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Cambridge 39 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories, Inc. Boston 35 Massachusetts USA 
782 Spencer Kennedy Laboratories. Inc. Boston 35 Massachusetts USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Corp. Seattle Washington USA 
782 Boeing Aerospace Corp. Seattle Washington USA 
782 Boeing Aerospace Corp. Seattle Washington USA 
782 Boeing Aerospace Corp. Seattle Washington USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Co. Seattle Washington USA 
782 Boeing Aerospace Co., Boeing Electronics PO Box 24666 Seattle Washington USA 
783 Eldico of New York, Inc. Douglaston New York USA 


783 Eldico of New York, Inc. Douglaston New York USA 
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783 Eldico of New York, Inc. Mineola, Long Island New York USA 
783 Eldico of New York, Inc. Mineola, Long Island New York USA 
783 Eldico Electronics, Subdivision of Dynamics Corporation of America Mineola, Long Island New York USA 
783 Eldico Electronics, Division of Radio Engineering Laboratories, Inc. Long Island City New York USA 
783 Eldico Electronics, Division of Radio Engineering Laboratories, Inc. Long Island City New York USA 
783 Eldico Electronics, Division of Radio Engineering Laboratories, Inc. Long Island City New York USA 
784 Johnson Electronics Orlando Florida USA 
784 Johnson Electronics Orlando Florida USA 
784 Johnson Electronics, Inc. Orlando Florida USA 
784 Johnson Electronics, Inc. Orlando Florida USA 
784 Johnson Electronics, Inc. Orlando Florida USA 
784 Johnson Electronics, Inc. Orlando Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. Casselberry Florida USA 
784 Johnson Electronics, Inc. 1987 Casselbury Florida USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Dresco Industries (Not a misprint. 1959 lists this as Dresco Industries) Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
785 Worthco Corporation Beverly Hills California USA 
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785 Worthco Corporation | Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 Rex Electro Corp. Beverly Hills California USA 
785 ACD World Corp. Beverly Hills California USA 
785 ACD World Corp. Beverly Hills California USA 
785 Dresco Industries, Inc. Beverly Hills California USA 
785 Dresco Industries, Inc. Beverly Hills California USA 
786 Hinners-Galanek Radio Corp. Long Island City 6 New York USA 
786 Hinners-Galanek Radio Corp. Long Island City 6 New York USA 
786 Hinners-Galanek Radio Corp. Long Island City 6 New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Long Island City 6 New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Long Island City New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Rego Park 74 New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Forrest Hills 74 New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Forrest Hills 74 New York USA 
786 Hinners-Galanek Radio Corp., Cavalier Radio & Television Div. Forest Hills 74 New York USA 
786 Cavalier Radio & Electronics Corp. Forest Hills 74 New York USA 
786 Meteor Transformer Mfg. 1987 Detroit Michigan USA 
786 Meteor Transformer Mfg. 1989 Detroit Michigan USA 
786 Meteor Transformer Mfg. 1994 Detroit Michigan USA 
786 Meteor Transformer Mfg. 1995 Detroit Michigan USA 
786 Meteor Transformer Mfg. 1996 Detroit Michigan USA 
786 Meteor Transformer Mfg. 2001 8877 Hubbell Detroit Michigan USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
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787 Sonotone Corporation Elmsford New York USA 
787 Sonotone Corporation Elmsford New York USA 
788 Daystrom Electric Corporation Poughkeepsie New York USA 
788 Daystrom Electric Corporation Poughkeepsie New York USA 
788 Cornell-Dubilier Electric Corp. Sunfond North Carolina USA 
788 Cornell-Dubilier Electric Corp. Sanford North Carolina USA 
788 Cornell-Dubilier Electric Corp. 1987 Sanford North Carolina USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. McGregor Indiana USA 
789 McGregor Electronic Industries, Inc. McGregor lowa USA 
789 McGregor Electronic Industries, Inc. 1987 McGregor lowa USA 
789 McGregor Electronic Industries, Inc. — 1989 McGregor lowa USA 
789 McGregor Electronic Industries, Inc. 1994 McGregor lowa USA 
790 Circuitron, Inc. Hoboken New Jersey USA 
790 ICONTEC 1987 San Jose California USA 
790 ICONTEC 1989 San Jose California USA 
790 Volex Interconnect System 1994 Milpitas California USA 
790 Volex Interconnect System 1995 Milpitas California USA 
790 Icontech 1996 Milpitas California USA 


790 Volex Interconnect Systems 1996 Sunnyvale California USA 
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790 Volex 1997 Sunnyvale California USA 
790 Volex 1998 Sunnyvale California USA 
790 Volex Inc. 1999 646 Caribbean Dr. Sunnyvale California USA 
790 Volex Interconnect Systems 2001 835 Sinclair Frontage Roi Milpitas California USA 
791 Hopkins Engineering Company, Inc. Altadena California USA 
791 Hopkins Engineering Company Altadena 3 California USA 
791 Hopkins Engineering Company Altadena 3 California USA 
791 Hopkins Engineering Company Altadena 3 California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San . Ferrando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company San Fernando California USA 
791 Hopkins Engineering Company 1987 San Fernando California USA 
791 Hopkins Engineering Company | 1989 San Fernando California USA 
792 Atlantic Wire & Cable Company College Point 56 New York USA 
792 Atlantic Wire & Cable Company College Point 56 New York USA 
792 Atlantic Wire & Cable Company College Point 56 New York USA 
792 Atlantic Wire & Cable Company College Point 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point’ 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point 56 New York USA 
792 Atlantic Wire & Cable Corp. College Point 56 New York USA 
792 Volex Interconnect Systems. 1994 Dartmouth Massachusetts USA 
792 Volex Interconnect Systems. 1995 Dartmouth Massachusetts USA 
792 Volex Interconnect Systems 1996 Dartmouth Massachusetts USA 
792 Volex 1997 Dartmouth Massachusetts USA 
792 Volex 1998 Dartmouth Massachusetts USA 


792 Volex Inc. 1999 358 Faunce Corner Road North Dartmouth Massachusetts USA 
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792 Volex (The 2001 list has two entries for 792) 2001 358 Faunce Corner Road North Dartmouth Massachusetts USA 
792 Volex Interconnect Systems (The 2001 list has two entries for 792) 2001 35 Sinclair Frontage Roai Milpitas California USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 Mcintosh Laboratory, Inc. Plainview, L. |. New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 McIntosh Laboratory, Inc. Binghamton New York USA 
793 Volex Interconnect Systems. 1994 Castlebar Ireland 
793 Volex Interconnect Systems. 1995 Castlebar Ireland 
793 Volex Interconnect Systems 1996 Castlebar Ireland 
793 Volex 1997 Castlebar Ireland 
793 Volex 1998 Castlebar Ireland 
793 Volex Ltd 1999 Breaffy Road Castlebar County Mayo Ireland 
793 Volex Interconnect Systems 2001 835 Sinclair frontage Roa Milpitas Georgia USA 
794 Harman-Kardon, Inc. New York 12 New York USA 
794 Harman-Kardon, Inc. New York 12 New York USA 
794 Harman-Kardon, Inc. Westbury, Long Island New York USA 
794 Harman-Kardon, Inc. Westbury, Long Island New York USA 
794 Harman-Kardon, Inc. Westbury, Long Island New York USA 
794 Harman-Kardon, Inc. Westbury, Long Island New York USA 
794 Harman-Kardon, Inc. Plainview, L. |. New York USA 
794 Harman-Kardon, Inc. Plainview, L. |. New York USA 
794 Harman-Kardon, Inc. Plainview. L. |. New York USA 
794 Harman-Kardon, Inc. Plainview. L. |. New York USA 
794 Harman-Kardon, Inc. Plainview, L. |. New York USA 
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794 Harman-Kardon, Inc. Plainview, L.I. New York USA 
794 Harman-Kardon, Inc. Plainview, L.I. New York USA 
794 Harman Kardon, Inc. Plainview New York USA 
794 Harman-Kardon, Inc. Plainview New York USA 
794 Harman-Kardon, Inc. Plainview New York USA 
794 Harman-Kardon, Inc. 1987 Plainview New York USA 
794 Harman-Kardon, Inc. 1989 Plainview New York USA 
794 Harman-Kardon, Inc. 1994 Plainview New York USA 
795 G & H Wood Products Company Brooklyn 11 New York USA 
795 G & H Wood Products Company Brooklyn 11 New York USA 
795 G & H Wood Products Company Brooklyn 11 New York USA 
795 G & H Wood Products Company Brooklyn 11 New York USA 
795 Atlas Sound Div., American Trading & Production Corp. Parsippany New Jersey USA 
795 Atlas Sound Div., American Trading & Production Corp. Parsippany New Jersey USA 
795 Atlas Sound Div., American Trading & Production Corp. Parsippany New Jersey USA 
795 Atlas Sound Div., American Trading & Production Corp. 1987 Parsippany New Jersey USA 
795 Atlas/Soundolier, div. of American Trading & Production Corp. 1989 Fenton Missouri USA 
795 Atlas/Soundolier, div. of American Trading & Production Corp. 1994 Fenton Missouri USA 
795 Atlas/Soundolier, div. of American Trading & Production Corp. 1995 Fenton Missouri USA 
795 Atlas Soundolier 1996 Fenton Missouri USA 
795 Atlas/Soundolier, div. of American Trading & Production Corp. 2001 1859 Intertech Drive. Fenton Missouri USA 
796 Chicago Radionics Corporation Chicago 14 Illinois USA 
796 Chicago Radionics Corporation Chicago 14 Illinois USA 
796 Richmond Radionics Corp. Delavan Wisconsin USA 
796 Richmond Radionics Corp. Delavan Wisconsin USA 
796 SEEQ Technology, Inc. 1987 San Jose California USA 
796 SEEQ Technology, Inc. 1989 San Jose California USA 
796 SEEQ Technology. Inc. 1995 San Jose California USA 
796 SEEQ Technology, Inc. 1996 San Jose California USA 
796 SEEQ Technology, Inc. 2001 1849 Fortune Drive San Jose California USA 
797 Vidaire Electronics Mfg. Co. Lynbrook, L.I. New York USA 
797 Vidaire Electronics Mfg. Co. Lynbrook, L.I. New York USA 
797 Vidaire Electronics Mfg. Co. Lynbrook, L.I. New York USA 
797 Vidaire Electronics Mfg. Co. Lynbrook, L.I. New York USA 
797 Vidaire Electronics Mfg. Co. Lynbrook, L.I. New York USA 
797 Vidaire Electronics Mfg. Corp. Baldwin New York USA 
797 Vidaire Electronics Mfg. Corp. Baldwin New York USA 
797 Vidaire Electronics Mfg. Corp. Baldwin New York USA 
797 Capulum Cable Technologies, Ltd. Kanata Ontario Canada 





797 Capulum Cable Technologies, Ltd 1995 Kanata Ontario Canada 
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797 Capulum Cable Technologies, Ltd. 1996 Kanata, Ontario Canada 
797 Capulum Cable Technologies, Ltd. 2001 359 Terry Fox Drive Kanata Ontario Canada 
798 Supreme Transformer Corporation Chicago 12. Illinois USA 
798 Supreme Transformer Corporation Chicago 12 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Corporation Chicago 39 Illinois USA 
798 Supreme Transformer Co., Div. Oxford Electric Corp. Chicago Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div.. Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. 1987 Addison Illinois USA 
798 Supreme Transformer Div., Electronic Components Corp. 1989 Addison Illinois USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 California Magnetic Control Corp. North Hollywood California USA 
799 Clarence Controls, Inc. 1987 Cheektowaga New York USA 
799 Clarence Controls, Inc. i 4989 Cheektowaga New York USA 


799 Clarence Controls, Inc. 1994 Lancaster New York USA 
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799 Clarence Controls, Inc. 1995 Lancaster New York USA 
799 Clarence Controls, Inc. 1996 Buffalo New York USA 
799 Clarence Controls, Inc. 1997 Clarence New York USA 
799 Clarence Controls, Inc. 2001 36 Mason Street Buffalo New York USA 
800 Emerald Manufacturing Company Chicago 30 Illinois USA 
800 Emerald Manufacturing Company Chicago 30 Illinois USA 
800 BREL International Components 1987 Sarasota Florida USA 
800 BREL International Components 1989 Sarasota Florida USA 
800 BREL International Components. 1994 Sarasota Florida USA 
800 BREL International Components. 1995 Sarasota Florida USA 
800 BREL International Components 1996 Sarasota Florida USA 
800 Brel International 1997 Sarasota Florida USA 
800 Brel International Components, Inc. 1999 1621 West University Pkv Sarasota Florida USA 
800 BREL International Components. 2001 1621 University Parkway Sarasota Florida USA 
801 Polytron Corporation 1953 White Plains New York USA 
801 Dale Electronics/Film Div. 1987 Norfolk Nebraska USA 
801 Dale Electronics/Film Div. 1989 Norfolk Nebraska USA 
801 Dale Electronics/Film Div. 1994 Norfolk Nebraska USA 
801 Dale Electronics/Film Div. 1995 Norfolk Nebraska USA 
801 Dale Electronics, Div. of Vishay Intertechnology, Film Division 1996 Norfolk Nebraska USA 
801 Dale Electronics, Inc. 2001 Norfolk Nebraska USA 
802 Tempo T-V Products Co. Los Angeles 33 California USA 
802 Tempo T-V Products Co. Los Angeles 47 California USA 
802 Tempo T-V Products Co. Los Angeles 47 California USA 
802 Tempo T. V. Manufacturing Corp. Canoga Park California USA 
802 Tempo T. V. Manufacturing Corp. Canoga Park California USA 
802 Standard Crystal Corp. 1987 El Monte California USA 
802 Standard Crystal Corp. 1989 El Monte California USA 
803 Microwave Associates, Inc. Boston 15 Massachusetts USA 
803 Microwave Associates, Inc. Boston 15 Massachusetts USA 
803 Microwave Associates, Inc. Boston 15 Massachusetts USA 
803 Microwave Associates, Inc. Boston 15 Massachusetts USA 
803 Microwave Associates, Inc. Boston 15 Massachusetts USA 
803 Nighthawk Industries, Inc. 1994 Colorado Springs Colorado USA 
803 Nighthawk Industries, Inc. 1995 Colorado Springs Colorado USA 
803 Nighthawk Industries, Inc. 1996 Colorado Springs Colorado USA 
803 Nighthawk Industries, Inc. 2001 1025 Garden of the Gods Colorado Springs Colorado USA 
804 Union Electric & Manufacturing Co. Jersey City. New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
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804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City 7 New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City New Jersey USA 
804 Union Electric & Manufacturing Co. Jersey City New Jersey USA 
804 Omnirel Corp. | 1989 Leominster Massachusetts USA 
804 Omnirel Corp. 1994 Leominster Massachusetts USA 
804 Omnirel Corp 1995 Leominster Massachusetts USA 
804 Omnirel Corporation 1996 Leominster Massachusetts USA 
804 Omnirel Corp. 2001 205 Crawford Street Lancaster Massachusetts USA 





805 Morgan-Rhein, Inc. 


Orlando Florida USA 
805 Morgan-Rhein, Inc. Orlando Florida USA 


805 AA Manufacturing 1989 Palo Alto California USA 
805 AA Manufacturing 1994 Palo Alto California USA 
805 AA Manufacturing 1995 Palo Alto California USA 
805 AA Manufacturing 1996 Palo Alto California USA 
805 AA Manufacturing 2001 927 Industrial Ave. Palo Alto California USA 
806 Mark Electronics Inc. Newark 2 New Jersey USA 
806 Mark Electronics Inc. Newark 2 New Jersey USA 
806 Mark Electronics Inc. Newark 2 New Jersey USA 
806 Mark Electronics Inc. Newark 2 New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 


806 Gordos Corp. Bloomfield New Jersey USA 
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806 Gordos Corp. Bloomfield New Jersey USA 
806 Gordos Corp. Bloomfield New Jersey USA 
807 General Dry Batteries, Inc. Cleveland 7 Ohio USA 
807 General Dry Batteries, Inc. Cleveland 7 Ohio USA 
807 General Dry Batteries, Inc. Cleveland 7 Ohio USA 
807 Indek Corporation 1994 San Jose California USA 
807 Indek Corporation 1995 San Jose California USA 
807 Indek Corporation 1996 San Jose California USA 
807 Indek Corporation 2001 2360 Qume Drive San Jose California USA 
808 Henald Manufacturing Co. St. Anne Illinois USA 
808 Henald Manufacturing Co. St. Anne Illinois USA 
808 Henald Manufacturing Co. Piper City Illinois USA 
808 Henald Manufacturing Co. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co.. Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. Piper City Illinois USA 
808 Henald Manufacturing Co., Inc. 1987 Addison Illinois USA 
808 Henald Manufacturing Co., Inc. 4989 Addison Illinois USA 
808 Henald Manufacturing Co., Inc. 1994 Addison Illinois USA 
808 Henald Manufacturing Co., Inc. 1995 Addison Illinois USA 
808 Henald Manufacturing Co., Inc. 1996 Addison Illinois USA 
808 Henald Manufacturing Co., Inc. 2001 Piper City Illinois USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 














Code Company/Manufacturer Year Address City State Country 
809 Varlan Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
809 Varian Associates Palo Alto California USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Translitc Electronics Corp. Chicago 39 Illinois USA 
810 Translite Electronics Corp. Chicago 39 Illinois USA 
810 Aromat Corp., A Division of Matsushita Electric Works Cupertino California USA 
810 Aromat Corp., A Division of Matsushita Electric Works 1989 Cupertino California USA 
810 Aromat Corp., A Division of Matsushita Electric Works 1994 New Providence New Jersey USA 
810 Aromat Corp. 1996 Cupertino California USA 
810 Aromat Corporation 1997 New Providence New Jersey USA 
810 Aromat Corp., A Division of Matsushita Electric Works 2001 10400 N.Tantau Ave. Cupertino California USA 
811 Continental Electronics Corp. Philadelphia 31 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 31 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 31 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 31 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 31 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 32 Pennsylvania USA 
811 Continental Electronics Corp. Philadelphia 32 Pennsylvania USA 
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811 Continental Electronics Corp. of California Los Angeles 58 California USA 
811 Continental Industrial Electronics Corp. Los Angeles 58 California USA 
811 Baron Wire & Cable Co. Niles Illinois USA 
811 Baron Wire & Cable Co. 1987 Niles Illinois USA 
811 Baron Wire & Cable Co. } 1989 Niles Illinois USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Laboratories, Inc. New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven 11 Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Bradley Semiconductor Corporation New Haven Connecticut USA 
812 Edal Industries, Inc. East Haven Connecticut USA 
812 Edal Industries, Inc. East Haven Connecticut USA 
812 Edal Industries, Inc. East Haven Connecticut USA 
812 Edal Industries, Inc. 1987 East Haven Connecticut USA 
812 Edal Industries, Inc. 1989 East Haven Connecticut USA 
812 Edal Industries, Inc. 1994 East Haven Connecticut USA 
812 Edal Industries 1996 E. Haven Connecticut USA 
812 Edal Industries, Inc. 2001 4 Short Beach Rd. East Haven Connecticut USA 
813 Adler Communications Laboratories New Rochelle New York USA 
813 Adler Communications Laboratories New Rochelle New York USA 
813 Adler Communications Laboratories New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics, Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
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813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Adler Electronics Inc. New Rochelle New York USA 
813 Amecon Div., Litton Industries New Rochelle New York USA 
813 Westrex Communications Div., Litton Industries New Rochelle New York USA 
813 Westrex Communications Div., Litton Industries New Rochelle New York USA 
813 LITCOM Div., Litton Industries New Rochelle New York USA 
813 LITCOM Div., Litton Industries New Rochelle New York USA 
813 LITCOM Div., Litton Systems New Rochelle New York USA 
813 LITCOM Div., Litton Systems New Rochelle New York USA 
813 LITCOM Div., Litton Systems, Inc. Melville, L.I. New York USA 
814 Antenna & Mounting Hardware Co. Franklin Park Illinois USA 
814 Antenna & Mounting Hardware Co.. Franklin Park Illinois USA 
814 Antenna & Mounting Hardware Co. Franklin Park Illinois USA 
814 Coyson Crystals Cape Canaveral Florida USA 
814 Coyson Crystals Cape Kennedy Florida USA 
814 Coyson Crystals Cape Kennedy Florida USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 San Fernando Electric Mfg. Co. San Fernando California USA 
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815 San Fernando Electric Mfg. Co. San Fernando California USA 
815 SFE Technologies San Fernando California USA 
815 SFE Technologies 1987 San Fernando California USA 
815 SFE Technologies | 1989 San Fernando California USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Products, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. Columbus Nebraska USA 
816 Dale Electronics, Inc. 1987 Columbus Nebraska USA 
816 Dale Electronics, Inc. 1989 Columbus Nebraska USA 
816 Dale Electronics, Inc., Wirebound Div. 1994 Columbus Nebraska USA 
816 Dale Electronics, Inc., Wirebound Div. 1995 Columbus Nebraska USA 
816 Dale Electronics, Div. of Vishay Intertechnology, Wirebound Div., 1996 Columbus Nebraska USA 
816 Dale Electronics, Inc. 2001 Columbus Nebraska USA 
817 Brubaker Manufacturing Company, Inc. Los Angeles 34 California USA 
817 Brubaker Manufacturing Company, Inc. Los Angeles 34 California USA 
817 Brubaker Manufacturing Company, Inc. Los Angeles 34 California USA 
817 Brubaker Electronics, Inc. Los Angeles 34 California USA 
817 Brubaker Electronics, Inc. Culver City California USA 
817 Brubaker Electronics, Inc. Culver City California USA 
817 Brubaker Electronics, Inc. Culver City California USA 
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817 Brubaker Electronics, Inc. Culver City California USA 
817 Savoy Electronics, Inc. Ft. Lauderdale Florida USA 
817 Savoy Electronics, Inc. Ft. Lauderdale Florida USA 
817 Savoy Electronics, Inc. Ft. Lauderdale Florida USA 
817 Savoy Electronics, Inc. 1987 Ft. Lauderdale Florida USA 
817 Savoy Electronics, Inc. 1989 Ft. Lauderdale Florida USA 
818 Tel-O-Tube Corporation of America East Paterson New Jersey USA 
818 Tel-O-Tube Corporation of America East Paterson New Jersey USA 
818 Tel-O-Tube Corporation of America East Paterson New Jersey USA 
818 Tel-O-Tube Corporation of America East Paterson New Jersey USA 
818 Tel-O-Tube Corporation of America East Paterson New Jersey USA 
819 Z & W Machine Products Inc. Cleveland 3 Ohio USA 
819 Z & W Machine Products Inc. Cleveland 3 Ohio USA 
819 Z & W Machine Products Inc. Cleveland 3 Ohio USA 
819 Z & W Machine Products Inc. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
819 Z & W Mfg. Corp. Wickliffe Ohio USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
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820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
820 United Electronic Manufacturing Corp. Union City New Jersey USA 
821 Universal Vacuum Tube Corp. Yonkers 2 New York USA 
821 Universal Vacuum Tube Corp. Yonkers 2 New York USA 
821 Precision Econowind, Inc. 1989 North Fort Myers Florida USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. Addison Illinois USA 
822 Syntronic Instruments, Inc. 1987 Addison Illinois USA 
822 Syntronic Instruments, Inc. 7 1989 ant Addison Illinois USA 
822 Syntronic Instruments, Inc. 1994 Addison Illinois USA 
822 Syntronic Instruments, Inc. 1995 Addison Illinois USA 
822 Syntronic Instruments, Inc. 1996 Addison Illinois USA 
822 Syntronic Instruments, Inc. 2001 100 Industrial Road Addison Illinois USA 
823 Eureka Television and Tube Corps. Hawthorne New Jersey USA 
823 Universal Semiconductor, Inc. San Jose California USA 
823 Universal Semiconductor, Inc. San Jose California USA 


823 Universal Semiconductor, Inc. 1987 San Jose California USA 
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823 Universal Semiconductor, Inc. 1989 San Jose California USA 
824 Victor Electronic Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago 39 Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Chicago Illinois USA 
824 Videocraft Manufacturing Co., Div., PEMCOR, Inc. Chicago Illinois USA 
824 Videocraft Manufacturing Co., Div., PEMCOR, Inc. Chicago Illinois USA 
824 Videocraft Manufacturing Co. Laredo Texas USA 
824 Videocraft Manufacturing Co., a Div. of Discwasher, Inc. Laredo Texas USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co. Los Angeles 22 California USA 
825 Thermador Electrical Mfg. Co., Div. of Norris-Thermador Corp. Los Angeles 22 California USA 
825 Burle Industries, Inc. 1989 Lancaster Pennsylvania USA 
825 Burle Industries, Inc. 1994 Lancaster Pennsylvania USA 
825 Burle Industries, Inc. 1995 Lancaster Pennsylvania USA 
825 Burle Industries, Inc. 1996 Lancaster Pennsylvania USA 
825 Burle Industries, Inc. 2001 1000 New Holland Avenu Lancaster Pennsylvania USA 
826 Superior Transformer Corp. 1953 Chicago 47 Illinois USA 
826 Hitachi America, Semiconductor & IC Division 1994 Brisbane California USA 
826 Hitachi America, Semiconductor & IC Division 1995 Brisbane California USA 
826 Hitachi America, Semiconductor & IC Division 1996 Brisbane California USA 


826 Hitachi America, Semiconductor & IC Division 2001 Hitachi Plaza, 2000 Sierr: Brisbane California USA 
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827 The Allen D. Cardwell Manufacturing Corp. Plainville Connecticut USA 
827 The Allen D. Cardwell Manufacturing Corp. Plainville Connecticut USA 
827 The Allen D. Cardwell Manufacturing Corp. Plainville Connecticut USA 
827 Ex-Qual Electronics, Inc. 1987 Addison Illinois USA 
827 Ex-Qual Electronics, Inc. 1989 Addison Illinois USA 
827 Ex-Qual Electronics, Inc. 1994 Stone Bank Illinois USA 
827 Ex-Qual Electronics, Inc. 1995 Stone Bank Illinois USA 
827 Ex-Qual Electronics, Inc. 1996 Addison Illinois USA 
827 Ex-Qual Electronics, Inc. 1997 Stone Park Illinois USA 
827 Ex-Qual Electronics, Inc. 1998 Stone Park Illinois USA 
827 Ex-Qual Electronics, Inc. 1999 3200 West Le Moyne Stone Park Illinois USA 
827 Ex-Qual Electronics, Inc. 2001 914 South Westwood Addison Illinois USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City 15 Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City Kansas USA 
828 Midland Manufacturing Co., Inc. Kansas City Kansas USA 
828 Mechatronics, Inc. Mercer Island Washington USA 
828 Mechatronics, Inc. Mercer Island Washington USA 
828 Mechatronics, Inc. Mercer Island Washington USA 
828 Mechatronics, Inc. Mercer Island Washington USA 
828 Mechatronics, Inc. PO Box 20 Mercer Island Washington USA 
829 Radell Corporation Santurce 34 Puerto Rico USA 
829 Radell Corporation Santurce 34 Puerto Rico USA 
829 Radell Corporation Indianapolis 26 Indiana USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp. Venice California USA 
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830 Triad Transformer Corp. Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
830 Triad Transformer Corp., Sub. Litton Industries Venice California USA 
831 Better Coils, Inc. Goodland Indiana USA 
831 Better Coils, Inc. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corn. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. Goodland Indiana USA 
831 Better Coil & Transformer Corp. 1987 Goodland Indiana USA 
831 MagneTek Better Coil, Div. of MagneTek, Inc. 1989 Goodland Indiana USA 
831 MagneTek Better Coil, Div. of MagneTek, Inc. 1994 Goodland Indiana USA 


831 MagneTek Better Coil, Div. of MagneTek, Inc. 1995 Goodland Indiana USA 
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831 MagneTek Better Coil, 1996 Goodland Indiana USA 
831 MagneTek 1997 Goodland Indiana USA 
831 Magnetek Coil & Transformer Corp. 2001 Goodland Indiana USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Industries, Inc. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Industries, Inc. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Technology, Inc. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Technology, Inc. Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Technology, Inc. 1987 Mt. Holly Springs Pennsylvania USA 
832 McCoy Electronics Co., Sub. of Oak Technology, Inc. 1989 Mt. Holly Springs Pennsylvania USA 
833 Magnex Corporation Jamaica 18 New York USA 
833 American Technical Ceramics Corp. 1989 Huntington Station New York USA 
833 American Technical Ceramics Corp. 1994 Huntington Station New York USA 
833 American Technical Ceramics Corp. 1995 Huntington Station New York USA 
833 American Technical Ceramics Corp. 1996 Huntington Station New York USA 
833 American Technical Ceramics Corporation 1997 Huntington Stn. New York USA 
833 American Technical Ceramics Corporation 1999 One Norden Lane Huntington Station New York USA 
833 American Technical Ceramics Corp 2001 # Norden Lane Huntington Station New York USA 
834 Mel-Rain Corporation Indianapolis 4 Indiana USA 
834 Mel-Rain Corporation Indianapolis 4 Indiana USA 
834 Mel-Rain Corporation Indianapolis 4 Indiana USA 


834 Mel-Rain Corporation Indianapolis 4 Indiana USA 
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834 Mel-Rain Corporation Indianapolis 4 Indiana USA 
834 Mel-Rain Corporation Indianapolis 4 Indiana USA 
834 Mel-Rain Corporation Indianapolis 3 Indiana USA 
834 Mel-Rain Corporation Indianapolis 3 Indiana USA 
834 Mel-Rain Corporation Indianapolis 3 Indiana USA 
834 Mel-Rain Corporation Indianapolis 3 Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Indianapolis Indiana USA 
834 Mel-Rain Corporation Bangor Michigan USA 
834 Mel-Rain Corporation Arlington Heights Illinois USA 
834 Mel-Rain Corporation Arlington Heights Illinois USA 
834 Mel-Rain Corporation Arlington Heights Illinois USA 
835 Ratel, Inc. Monrovia California USA 
835 Ratel, Inc. Monrovia California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Goleta California USA 
835 Ratel, Inc. Coleta California USA 
835 Ratel, Inc. Goleta California USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
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836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago 32 Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 National Video Corporation Chicago Illinois USA 
836 Computer Displays International Addison Illinois USA 
836 Computer Displays International Addison Illinois USA 
837 Carol Electronics Corporation New York 10 New York USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Corporation Martinsburg West Virginia USA 
837 Carol Electronics Division, WEECO, Inc. Martinsburg West Virginia USA 
837 Carol Electronics Division, WEECO, Inc. Martinsburg West Virginia USA 
837 Carol Electronics Division, WEECO, Inc. Martinsburg West Virginia USA 
837 Carol Electronics Division, WEECO, Inc. Martinsburg West Virginia USA 
837 Carol Electronics Division, WEECO, Inc. Martinsburg West Virginia USA 
837 Video Monitors, Inc. Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 1987 Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 1989 Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 1994 Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 1995 Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 1996 Eau Claire Wisconsin USA 
837 Video Monitors, Inc. 2001 3833 North White Avenue Eau Claire Wisconsin USA 
838 Carson Manufacturing Company Indianapolis 18. Indiana USA 
838 Carson Manufacturing Company Indianapolis 18 Indiana USA 
838 Carson Manufacturing Company Indianapolis 18 Indiana USA 
838 Ball Electronic Display 1987 St. Paul Minnesota USA 


838 Ball Electronic Display 1989 St. Paul Minnesota USA 
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839 Crest Transformer Corp. Chicago 22 Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
839 Crest Transformer Corp. Hoopeston Illinois USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Orradio Industries, Inc. Opelika Alabama USA 
840 Ampex Magnetic Tape Products, Div. Ampex Corp. Opelika Alabama USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division. Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
840 Ampex Magnetic Tape Division, Ampex Corp. Redwood City California USA 
841 Central Sales & Manufacturing Corp. Denville New Jersey USA 
841 Central Sales & Manufacturing Corp. Denville New Jersey USA 
841 Central Sales & Manufacturing Corp. Denville New Jersey USA 
841 Central Electronic Manufacturers, Inc. Denville New Jersey USA 
841 Central Electronic Manufacturers, Inc. Denville New Jersey USA 
841 Central Electronic Manufacturers, Inc. Denville New Jersey USA 
841 Central Electronic Manufacturers Denville New Jersey USA 
841 Central Electronic Manufacturers Denville New Jersey USA 
841 Nuclear Corp. of America, Central Electronics Manufacturers Div. Denville New Jersey USA 
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842 The Tetrad Company Yonkers 2 New York USA 
842 The Tetrad Company Yonkers 2 New York USA 
842 The Tetrad Company Yonkers 2 New York USA 
842 The Tetrad Company Yonkers 2 New York USA 
842 The Tetrad Company Yonkers 2 New York USA 
842 The Tetrad Company Yonkers 2 New York USA 
843, Klipsch & Associates Hope Arkansas USA 
843 Klipsch & Associates Hope Arkansas USA 
843 Harbor Electronics, Inc. 1989 Ridgefield Connecticut USA 
843 Harbor Electronics, Inc. 1994 Ridgefield Connecticut USA 
843 Harbor Electronics, Inc. 1995 Ridgefield Connecticut USA 
843 Harbor Electronics, Inc. 1996 Ridgefield Connecticut USA 
843, Harbor Electronics 2001 650 Danbury Road Ridgefield Connecticut USA 
844 Rectifier Corporation Fajardo Puerto Rico USA 
844 Rectifier Corporation Fajardo Puerto Rico USA 
844 Rectifier Corporation Fajardo Puerto Rico USA 
844 Rectifier Corporation Fajardo Puerto Rico USA 
844 Fujikura America, Inc. 1994 Atlanta Georgia USA 
844 Fujikura America, Inc. 1995 Atlanta Georgia USA 
844 Fujikura America, Inc. 1996 Atlanta Georgia USA 
844 Fujikura America, Inc. 1997 Atlanta Georgia USA 
844 Fujikura America, Inc. 2001 1400-100 Galleria Parkw: Atlanta Georgia USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo. California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier Corporation El Segundo California USA 
845 International Rectifier El Segundo California USA 
845 International Rectifier El Segundo California USA 
845 International Rectifier El Segundo California USA 
845 International Rectifier El Segundo California USA 
845 International Rectifier El Segundo California USA 
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845 International Rectifier El Segundo California USA 
846 Reiner Electronics Co., Inc. New York 1 New York USA 
846 Lotus Engineering International, Inc. 1989 Los Angeles California USA 
847 University Loudspeakers, Inc. White Plains New York USA 
847 University Loudspeakers, Inc. White Plains New York USA 
847 University Loudspeakers, Inc. White Plains New York USA 
847 University Loudspeakers, Inc. White plains New York USA 
847 University Loudspeakers, Inc. White Plains New York USA 
847 Browning Communications 1987 Prospect Hgts. Illinois USA 
847 Browning Communications 1989 Prospect Hgts. Illinois USA 
848 Onondaga Pottery Company Syracuse 1 New York USA 
848 Onondaga Pottery Company Syracuse 1 New York USA 
848 Onondaga Pottery Company, Electronics Division Syracuse 1 New York USA 
848 Onondaga Pottery Company, Electronics Division Syracuse 1 New York USA 
848 Onondaga Pottery Company, Electronics Division Syracuse 1 New York USA 
848 Onondaga Pottery Company, Electronics Division Syracuse 1 New York USA 
848 Onondaga Electronics Div., Speer Carbon Co. Syracuse 1 New York USA 
848 Onondaga Electronics Div., Speer Carbon Co. Syracuse 1 New York USA 
848 Onondaga Electronics Div., Speer Carbon Co. Syracuse 1 New York USA 
848 Onondaga Electronics Div., Speer Carbon Co. Syracuse 1 New York USA 
848 Powertech, Inc. Chatsworth California USA 
848 Powertech, Inc. Chatsworth California USA 
848 Powertech, Inc. Chatsworth California USA 
848 Powertec, Inc. 1987 Chatsworth California USA 
848 Powertec, Inc. 1989 Chatsworth California USA 
849 Fidelity Tube Corporation East Newark New Jersey USA 
849 United Chemi-Con, Inc. Rosemont Illinois USA 
849 United Chemi-Con, Inc. Rosemont Illinois USA 
849 United Chemi-Con, Inc. 1987 Rosemont Illinois USA 
849 United Chemi-Con, Inc. 1989 Rosemont Illinois USA 
849 United Chemi-Con, Inc. 1994 Rosemont Illinois USA 
849 United Chemi-Con, Inc. 1995 Rosemont Illinois USA 
849 United Chemi-Com, Inc. 1996 Rosemont Illinois USA 
849 United Chemical Condenser 2001 9801 W.Higgins road,Suif Rosemont Illinois USA 
850 Chromatic Television Laboratories, Inc. New York 36 New York USA 
850 Chromatic Television Laboratories, Inc. New York 36 New York USA 
850 Chromatic Television Laboratories, Inc. New York 36 New York USA 
850 Chromatic Television Laboratories, Inc. New York 36 New York USA 
850 Chromatic Television Laboratories, Inc. New York 36 New York USA 
851 R. L. Drake Company Dayton 2 Ohio USA 
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851 R. L. Drake Company Dayton 2 Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
851 R. L. Drake Company Miamisburg Ohio USA 
852 Andrews Tower Co. Fort Worth 11. Texas USA 
852 Andrews Tower, Inc. Fort Worth 11 Texas USA 
852 Andrews Tower, Inc. Fort Worth 11 Texas USA 
852 Andrews Tower, Inc. Fort Worth 11 Texas USA 
852 Andrews Tower, Inc. Fort Worth 11 Texas USA 
852 Andrews Tower Rental, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth 19 Texas USA 
852 Andrews Tower, Inc. Fort Worth 19 Texas USA 
852 Andrews Tower, Inc. Fort Worth 19 Texas USA 
852 Andrews Tower, Inc. Fort Worth 19 Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. (1973 list has this wrongly marked as V-M Corp. which is #857) Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
852 Andrews Tower, Inc. Fort Worth Texas USA 
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852 Andrews Tower, Inc. 1987 Fort Worth Texas USA 
852 Andrews Tower, Inc. — 1989 ] Fort Worth Texas USA 
852 Andrews Tower, Inc. 1994 Fort Worth Texas USA 
852 Andrews Tower, Inc. 1995 Fort Worth Texas USA 
853 Swett & Sibley Company Cambridge 39 Mas USA 
854 T J Mfg. Corporation Martinsville Indiana USA 
854 T J Mfg. Corporation Martinsville Indiana USA 
854 Payne Magnetics, Inc. 1994 Covina California USA 
854 Payne Magnetics, Inc. 1995 Covina California USA 
854 Payne Magnetics, Inc. 1996 Covina California USA 
854 Payne Magnetics Corporation 1997 Covina California USA 
854 Payne Magnetics Corporation 1999 854 West Front St. Covina California USA 
854 Paynes Magnetics, Inc. 2001 854 West Front Street Covina California USA 
855 International Instruments, Inc. New Haven 15 Connecticut USA 
855 International Instruments, Inc. New Haven 15 Connecticut USA 
855 International Instruments, Inc. New Haven 15 Connecticut USA 
855 International Instruments, Inc. New Haven 15 Connecticut USA 
855 International Instruments, Inc. New Haven 15 Connecticut USA 
855 International Instruments, Inc. West Haven Connecticut USA 
855 International Instruments, Inc. West Haven Connecticut USA 
855 Mitsubishi Electric Sales America, Inc., Sub of Mitsubishi Electric Corp. Mt. Prospect Illinois USA 
855 Mitsubishi Electric Sales America, Inc., Sub of Mitsubishi Electric Corp. Mt. Prospect Illinois USA 
855 Mitsubishi Electric Sales America, Inc., Sub of Mitsubishi Electric Corp. Mt. Prospect Illinois USA 
855 Mitsubishi Electric Corp. Nagaokakyo-City; Kyoto Japan 
856 Transistor Products, Inc. Boston 35 Massachusetts USA 
856 Transistor Products, Inc. Waltham 54 Massachusetts USA 
856 Clevite Transistor Products, Division of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Transistor Products, Division of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Transistor Products, Division of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Transistor Products Waltham 54 Massachusetts USA 
856 Clevite Transistor Products Waltham 54 Massachusetts USA 
856 Clevite Transistor, Div. of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Transistor, Div. of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Transistor, Div. of Clevite Corp. Waltham 54 Massachusetts USA 
856 Clevite Semiconductor, Div. of Clevite Corp. Waltham Massachusetts USA 
856 Clevite Semiconductor, Div. of Clevite Corp. Waltham Massachusetts USA 
856 Empire Video, Inc. Jacksonville Florida USA 
856 Empire Video, Inc. Jacksonville Florida USA 
856 Empire Video, Inc. 1987 Jacksonville Florida USA 


856 Empire Video, Inc. 1989 Jacksonville Florida USA 
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856 Empire Video, Inc. 1994 Jacksonville Florida USA 
856 Empire Video, Inc. 1996 Jacksonville Florida USA 
856 Empire Video, Inc. 2001 9456 Philips Hwy. Suite 1 Jacksonville Florida USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation (1973 list has this wrongly marked as 852) Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation Benton Harbor Michigan USA 
857 V-M Corporation 1987 Benton-Harbor Michigan USA 
857 V-M Corporation 1989 Benton-Harbor Michigan USA 
857 V-M Corporation 1994 Benton-Harbor Michigan USA 
857 V-M Corporation 1995 Benton-Harbor Michigan USA 
857 V-M Corporation 1996 Benton Harbor Michigan USA 
857 V-M Corporation 2001 280 Park Street Benton Harbor Michigan USA 
858 Royal Transformer Corporation 1954 Chicago 30 Illinois USA 
858 Quintec Interconnect Systems 1987 San Jose California USA 
858 Quintec Interconnect Systems 1989 San Jose California USA 
858 Quintec Interconnect Systems 1994 San Jose California USA 
858 Quintec Interconnect Systems 1995 San Jose California USA 
858 Quintec Interconnect Systems 1996 Mt. View California USA 
858 Quintec Interconnect Systems 2001 650 Clyde Court Mt. View California USA 


859 UM &F Manufacturing Corporation North Hollywood California USA 
859 UM &F Manufacturing Corporation North Hollywood California USA 
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859 UM &F Manufacturing Corporation North Hollywood California USA 
859 NTE Electronics, Inc. 1989 Bloomfield New Jersey USA 
859 NTE Electronics, Inc. 1994 Bloomfield New Jersey USA 
859 NTE Electronics. Inc. 1995 Bloomfield New Jersey USA 
859 NTE Electronics Inc. 1996 Bloomfield New Jersey USA 
859 NTE Electronics 2001 44 Farrand Street Bloomfield New Jersey USA 
860 Avionex Electronics Corporation Burbank California USA 
860 Avionex Electronics Corporation Burbank California USA 
860 Avionex Electronics Corporation Burbank California USA 
860 Acme CRT Sales Sacramento California USA 
860 Acme CRT Sales Sacramento California USA 
860 Acme CRT Sales Sacramento California USA 
861 Don Good Inc. South Pasadena California USA 
861 Don Good Inc. South Pasadena California USA 
861 Goodline Corporation Alhambra California USA 
861 Goodline Corporation Alhambra California USA 
862 Cal-Tronics Corp. Los Angeles 45 California USA 
862 Cal-Tronics Corp. Los Angeles 45 California USA 
862 Cal-Tronics Corp. Los Angeles 45 California USA 
862 Cal-Tronics Corp. Los Angeles 45 California USA 
862 Cal-Tronics Corp. Los Angeles 45 California USA 
862 Interwinding, Ltd . Addison Illinois USA 
862 American Plasticraft Company 1994 Chicago Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Vibrapowr Company Chicago 18 Illinois USA 
863 James Electronics, Inc. Chicago 18 Illinois USA 
863 James Electronics, Inc. Chicago 18 Illinois USA 
863 James Electronics, Inc. Chicago 18 Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
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863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. Chicago Illinois USA 
863 James Electronics, Inc. 1987 Chicago Illinois USA 
863 James Electronics, Inc. 1989 Chicago Illinois USA 
863 James Electronics 1994 Chicago Illinois USA 
863 James Electronics 1995 Chicago Illinois USA 
863 James Electronics, Inc. 1996 Chicago Illinois USA 
863 James Electronics, Inc. 1997 Chicago Illinois USA 
863 James Electronics, Inc. 1998 Chicago Illinois USA 
863 James Electronics, Inc. 1999 4050 N. Rockwell St. Chicago Illinois USA 
864 Tel-Ray Tube Co., Inc. Yonkers New York USA 
864 Tele-Ray Tube Co., Inc. Yonkers New York USA 
864 Tele-Ray Tube Co., Inc. Yonkers New York USA 
864 Tele-Ray Tube Co., Inc. Yonkers New York USA 
864 Dale Electronics, Inc., Micro Division 1987 El Paso Texas USA 
864 Dale Electronics, Inc., Micro Division 1989 El Paso Texas USA 
864 Dale Electronics, Inc., Micro Division 1994 El Paso Texas USA 
864 Dale Electronics, Inc., Micro Division 1995 El Paso Texas USA 
864 Dale Electronics, Div. of Vishay Intertechnology, Micro Division 1996 El Paso Texas USA 
864 Dale Electronics, Inc., Micro Division 2001 El Paso Texas USA 
865 Davis Electronics Co. Burbank California USA 
865 Davis Electronics Co. Burbank California USA 
865 Davis Electronics Co. Burbank California USA 
865 Davis Electronics Co. Burbank California USA 
865 Sokol Crystal Products Dodgeville New Jersey USA 
865 Sokol Crystal Products Dodgeville New Jersey USA 
865 Sokol Crystal Products 1987 Dodgeville New Jersey USA 
865 Sokol Crystal Products 1989 Dodgeville New Jersey USA 
865 Sokol Crystal Products 1994 Dodgeville New Jersey USA 
865 Sokol Crystal Products 1995 Dodgeville New Jersey USA 
865 Sokol Crystal Products 2001 Highway 18E Dodgeville Wisconsin USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
866 Industrial Hardware Manufacturing Co., Inc. New York 12 New York USA 
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866 Industrial Electronic Corp. 1961 New York 12 New York USA 
866 Industrial Electronic Hardware Corp. New York 12 New York USA 
866 Industrial Electronic Hardware Corp. New York 12 New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. New York New York USA 
866 Industrial Electronic Hardware Corp. 1987 New York New York USA 
866 Industrial Electronic Hardware Corp. 1989 New York New York USA 
867 C-B-C Electronics Co., Inc. Philadelphia 23 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 23 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 33 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 33 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 33 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 20 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 20 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 20 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 20 Pennsylvania USA 
867 C-B-C Electronics Co., Inc. Philadelphia 20 Pennsylvania USA 
867 C-B-C Industries Philadelphia Pennsylvania USA 
867 C-B-C Industries Philadelphia Pennsylvania USA 
867 C-B-C Industries Philadelphia Pennsylvania USA 
867 C-B-C Industries Philadelphia Pennsylvania USA 
867 Tranco, Inc. 1987 Chicago Illinois USA 
867 Tranco, Inc. 1989 Chicago Illinois USA 
867 Tranco, Inc. 1994 Chicago Illinois USA 
868 Telechrome Incorporated Amityville New York USA 
868 Telechrome Incorporated Amityville New York USA 
868 Telechrome Incorporated Amityville New York USA 
868 Telechrome Incorporated Amityville New York USA 
868 Telechrome Incorporated Amityville New York USA 
868 Telechrome Mfg. Corp. Amityville New York USA 
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868 Telechrome Mfg. Corp. 1 Amityville New York USA 
868 Telechrome Mfg. Corp. Amityville New York USA 
869 Kline Iron and Metal Company Columbia South Carolina USA 
869 Kline Iron and Metal Company Columbia South Carolina USA 
869 Kline Iron and Metal Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbus South Carolina USA 
869 Kline Iron and Steel Company Columbus South Carolina USA 
869 Kline Iron and Steel Company Columbus South Carolina USA 
869 Kline Iron and Steel Company Columbus South Carolina USA 
869 Kline Iron and Steel Company Columbus South Carolina USA 
869 Kline Iron & Steel Company Columbia South Carolina USA 
869 Kline Iron and Steel Company Columbia South Carolina USA 
870 Cubic Corporation San Diego 6 California USA 
870 Cubic Corporation San Diego 6 California USA 
870 Cubic Corporation San Diego 6. California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 
870 Cubic Corporation San Diego 11 California USA 


870 Soundesign Corp. Jersey City New Jersey USA 
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870 Soundesign Corporation [1981S Jersey City New Jersey USA 
870 Soundesign Corporation 1987 Jersey City New Jersey USA 
870 Soundesign Corporation 1989 Jersey City New Jersey USA 
870 SDI Technologies, Inc. 1994 Jersey City New Jersey USA 
870 SDI Technologies, Inc. 1995 Jersey City New Jersey USA 
871 Precision Electronics, Inc. Franklin Park. Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. Franklin Park Illinois USA 
871 Precision Electronics, Inc. 1987 Franklin Park Illinois USA 
871 Precision Electronics, Inc. 1989 Franklin Park Illinois USA 
871 Precision Electronics, Inc. 1994 Franklin Park Illinois USA 
871 Precision Electronics, Inc. 1995 Franklin Park Illinois USA 
871 Precision Electronics Inc. 1996 Franklin Park Illinois USA 
871 Precision Electronics, Inc. 2001 9101 King Street Franklin Park Illinois USA 
872 Saffran & Arnold Electronics Toledo Ohio USA 
872 S & A Electronics Toledo 5 Ohio USA 
872 S & A Electronics Toledo 5 Ohio USA 
872 S & A Electronics Toledo 5 Ohio USA 
872 S & A Electronics Toledo 5 Ohio USA 
872 S & A Electronics Toledo 5 Ohio USA 


872 S &A Electronics, Inc. Toledo 5 Ohio USA 
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872 S &A Electronics, Inc. $ Toledo 5 Ohio USA 
872 S &A Electronics, Inc. Toledo 5 Ohio USA 
872 S &A Electronics, Inc. Toledo 5 Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics, Inc. Toledo Ohio USA 
872 S &A Electronics Div., Scott & Fetzer Co. Toledo Ohio USA 
872 Airex Mfg./Scott & Fetzer Co. Toledo Ohio USA 
873 Resistance Products Company Harrisburg Pennsylvania USA 
873 Instrument Transformers, Inc. 1989 | Clearwater Florida USA 
874 Tristao Manufacturing Co. Kansas City 6 Missouri USA 
874 Tristao Manufacturing Co. Kansas City 6 Missouri USA 
874 Tristao Manufacturing Co. Tulare California USA 
875 Kay-Townes Antenna Company Rome Georgia USA 
875 Kay-Townes Antenna Company Rome Georgia USA 
875 American Micro Systems Santa Clara California USA 
875 American Micro Systems Santa Clara California USA 
875 American Micro Systems Santa Clara California USA 
875 American Micro Systems, Inc. 1987 Santa Clara California USA 
875 Gould/AMI Semiconductors 1989 Pocatello Idaho USA 
875 Gould/AMI Semiconductors 1994 Pocatello 10 Idaho USA 
876 Phen-O-Tron, Inc. New Rochelle New York USA 
876 Phen-O-Tron, Inc. New Rochelle New York USA 
876 Phen-O-Tron, Inc. New Rochelle New York USA 
876 Comair Rotron, a KLI Co. 1994 Saugerties New York USA 
876 Comair Rotron, a KLI Co. 1995 Saugerties New York USA 
876 Comair Rotron a KLI Co. 1996 Saugerties New York USA 
876 Comair Rotron, a KLI Co. 2001 12 North Street Saugerties New York USA 
877 Hydro-Aire, Inc., Sub. of Crane Co. Burbank California USA 
877 Hydro-Aire, Inc., Sub. of Crane Co. Burbank California USA 
877 Hydro-Aire, Inc., Sub. of Crane Co. Burbank California USA 
877 Zenith Electronics Corp Lansda Pennsylvania USA 
877 Zenith Electronics Corp. Lansdale Pennsylvania USA 
877 Zenith Electronics Corp. Lansdale Pennsylvania USA 
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878 Aero Products Company Philadelphia 28 Pennsylvania USA 
878 Aero Products Company Philadelphia 28 Pennsylvania USA 
878 Aero Products Company Philadelphia 28 Pennsylvania USA 
878 Aero Products Company Philadelphia 28 Pennsylvania USA 
878 Aero Products Company Philadelphia 28 Pennsylvania USA 
878 Acro Products Company Philadelphia 28 Pennsylvania USA 
878 Aero Products Company Philadelphia 28 Pennsylvania USA 
879 Litton Industries Los Angeles 64 California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
879 Litton Industries Beverly Hills California USA 
880 Thomas Associates Los Angeles 38 California USA 
880 Thomas Associates Los Angeles 38 California USA 
880 Lear Jet Stereo 8 (This is incorrectly listed as 883 on the 1977 list) Excelsior Springs Missouri USA 
880 Lear Jet Stereo 8 Excelsior Springs Missouri USA 
880 Lear Jet Stereo 8 Excelsior Springs Missouri USA 
880 Lear Jet Stereo 8 1987 Excelsior Springs Missouri USA 
881 Unitek Corporation Pasadena 8 California USA 
881 Unitek Corporation Pasadena 8 California USA 
881 Unitek Corporation Pasadena 8 California USA 
881 Unitek Corporation Pasadena 8 California USA 
881 Accurate Plastics & Engineering, Inc. 1994 Longmont Colorado USA 
881 Accurate Plastics & Engineering, Inc. 1995 Longmont Colorado USA 
881 Accurate Plastics & Engineering, Inc. 1996 Longmont Colorado USA 
881 Accurate Plastics & Engineering, Inc. 2001 1921 Miller Road Longmont Colorado USA 
882 Plamondon Magnetics Company Chicago 22 Illinois USA 
882 Plamondon Magnetics Company Chicago 22 Illinois USA 
882 Plamondon Magnetics Company Chicago 22 Illinois USA 
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883 Mohawk Electronics Corp. Chicago 10 Illinois USA 
883 Albergo Transformer Co. Chicago 22 Illinois USA 
883 Albergo Transformer Co. Chicago 22 Illinois USA 
883 Albergo Transformer Co. Chicago 22 Illinois USA 
883 Albergo Transformer Co., Inc. Chicago 22 Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. (Listed incorrectly as 833 on the 1973 list) Chicago Illinois USA 
883 Lear Jet Stereo 8 (This is as listed on the 1977 list, though Lear Jet Stereo 8 should be 880) Excelsior Springs Missouri USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1987 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. | 1989 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1994 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1995 Chicago Illinois USA 
883 Albergo Transformer Co. Inc. 1996 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1997 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1998 Chicago Illinois USA 
883 Albergo Transformer Co., Inc. 1999 1729 North Winchester Chicago Illinois USA 
883 Albergo Transformer Co. 2001 1729 N. Winchester Chicago Illinois USA 
884 CRT Electronics Corp. Mt. Vernon New York USA 
884 CRT Electronics Corp. Mt. Vernon New York USA 
884 CRT Electronics Corp. Mt. Vernon New York USA 
884 CRT Electronics Corp. Mt. Vernon New York USA 
884 Ace Transformer Corporation Chicago Illinois USA 
884 Ace Transformer Corporation Chicago Illinois USA 
884 Ace Transformer Corporation 1987 Chicago Illinois USA 
884 Ace Transformer Corporation | 1989 Chicago Illinois USA 
885 Condenser Manufacturers, Inc. Nashville 4 Tennessee USA 
885 Condenser Manufacturers, Inc. Nashville 5 Tennessee USA 
885 Miniature Electronics Components Nashville 4 Tennessee USA 
885 Miniature Electronics Components Nashville 4 Tennessee USA 
885 M.E.C., Inc. Nashville 4 Tennessee USA 


885 M.E.C., Inc. Nashville 4 Tennessee USA 
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885 M.E.C., Inc. 1961 Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 M.E.C., Inc. Nashville Tennessee USA 
885 Shallco, Inc. Smithfield North Carolina USA 
885 Shallco, Inc. Smithfield North Carolina USA 
885 Shallco, Inc. Smithfield North Carolina USA 
885 Shallco, Inc. Smithfield North Carolina USA 
885 Shaltco, Inc. PO Box 1089 Smithfield North Carolina USA 
886 Calvideo Tube Corporation Los Angeles 45 California USA 
886 Calvideo Tube Corporation Los Angeles 45 California USA 
886 Calvideo Tube Corporation Los Angeles 45 California USA 
886 Calvideo Tube Corporation Los Angeles 45 California USA 
886 Calvideo Tube Corporation Los Angeles 45 California USA 
886 Calvideo Tube Corporation Compton California USA 
886 Calvideo Tube Corporation Compton California USA 
886 Calvideo Electronics, Inc. Compton California USA 
886 Crystek Corporation 1987 Fort Myers Florida USA 
886 Crystek Corporation 1989 Fort Myers Florida USA 
886 Crystek Corporation 1994 Fort Myers Florida USA 
886 Crystek Corporation 1995 Fort Myers Florida USA 
886 Crystek Corp. 1996 Fort Myers Florida USA 
886 Crystek Corporation 2001 PO Box 06135 Fort Myers Florida USA 
887 International Telemeter Corporation Los Angeles 25 California USA 
887 International Telemeter Corporation Los Angeles 25 California USA 
887 International Telemeter Corporation Los Angeles 25 California USA 
887 International Telemeter Corporation Los Angeles 25 California USA 
887 Telemeter Magnetics, Inc. Los Angeles 64 California USA 
887 Telemeter Magnetics, Inc. Los Angeles 64 California USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
888 Connector Corp. Chicago 30 Illinois USA 
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888 Connector Corp. Chicago 4G Illinois USA 
888 Connector Corp. Chicago 46 Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. Chicago Illinois USA 
888 Connector Corp. 1987 Chicago Illinois USA 
888 Connector Corp. 1989 Chicago Illinois USA 
888 Connector Corp. 1994 Chicago Illinois USA 
888 Connector Corp. 1995 Chicago Illinois USA 
888 Connector Corp. 1996 Chicago Illinois USA 
889 Polyphase Engineering Chicago 22 Illinois USA 
889 Polyphase Engineering Chicago 22 Illinois USA 
889 Dale Electronics, Inc./Yankton Division 1987 Yankton South Dakota USA 
889 Dale Electronics, Inc., Yankton Division 1989 Yankton South Dakota USA 
889 Dale Electronics, Inc., Yankton Division 1994 Yankton South Dakota USA 
889 Dale Electronics, Inc., Yankton Division 1995 Yankton South Dakota USA 
889 Dale Electronics, Div. of Vishay Intertechnology, Yankton Division 1996 Yankton South Dakota USA 
889 Dale Electronics, Yankton Division 2001 Yankton South Dakota USA 
890 Wire Company of America Santa Barbara California USA 
890 Wire Company of America Santa Barbara California USA 
890 Wire Company of America Santa Barbara California USA 
890 Wire Company of America Santa Barbara California USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greenville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
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891 Southern Electronics Company | Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greenville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company Greeneville Tennessee USA 
891 Southern Electronics Company | 1989 Greenville Tennessee USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago 7 Illinois USA 
892 American Transformer Corp. Chicago Illinois USA 
892 American Transformer Corp. Chicago Illinois USA 
892 American Transformer Corp. Chicago Illinois USA 
892 American Transformer Corp. Chicago Illinois USA 
892 Thomas Electronics, Inc. Wayne New Jersey USA 
892 Thomas Electronics, Inc. Wayne New Jersey USA 
892 Thomas Electronics, Inc. 1987 Wayne New Jersey USA 
892 Thomas Electronics, Inc. 1989 Wayne New Jersey USA 
892 Thomas Electronics 1994 Wayne New Jersey USA 
892 Thomas Electronics 1995 Wayne New Jersey USA 
893 Eicon Electronics Incorporated Brooklyn 32 New York USA 
893 Armel Electronics, Inc. Brooklyn 32 New York USA 
893 Armel Electronics, Inc. Brooklyn 32 New York USA 
893 Armel Electronics, Inc. Brooklyn 32 New York USA 
893 Armel Electronics, Inc. Brooklyn 32 New York USA 
893 Armel Electronics, Inc. Brooklyn 32 New York USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
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893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. North Bergen New Jersey USA 
893 Armel Electronics, Inc. 1987 North Bergen New Jersey USA 
893 Armel Electronics, Inc. 1989 North Bergen New Jersey USA 
893 Armel Electronics, Inc. 1994 North Bergen New Jersey USA 
893 Armel Electronics, Inc. 1995 North Bergen New Jersey USA 
893 Armel Electronics, Inc. 1996 North Bergen New Jersey USA 
893 Armel Electronics, Inc. 2001 North Bergen New Jersey USA 
894 Hy-Gain Television Products Lincoln Nebraska USA 
894 Hy-Gain Television Products Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Co. Lincoln 4 Nebraska USA 
894 Hy-Gain Antenna Products Co. Lincoln 4 Nebraska USA 
894 Hy-Gain Antenna Products Co. Lincoln 4 Nebraska USA 
894 Hy-Gain Antenna Products Co. Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Corp. Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Corp. Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Corp. Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Corp. Lincoln Nebraska USA 
894 Hy-Gain Antenna Products Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. Lincoln Nebraska USA 
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894 Hy-Gain Electronics Corp. 1987 Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. = 1989 ] Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. 1994 Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. 1995 Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. 1996 Lincoln Nebraska USA 
894 Hy-Gain Electronics Corp. 2001 PO Box 5579 Lincoln Nebraska USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 Dinion Coil Co., Inc. Caledonia New York USA 
895 OPT Industries, Inc. 1987 Phillipsburg New Jersey USA 
895 OPT Industries, Inc. [ 1989 Phillipsburg New Jersey USA 
895 OPT Industries, Inc. 1994 Phillipsburg New Jersey USA 
895 OPT Industries, Inc. 1995 Phillipsburg New Jersey USA 
895 OPT Industries 1996 Phillipsburg New Jersey USA 
895 OPT Industries 2001 300 Red School Lane Philipsburg New Jersey USA 
896 Viking Electric Los Angeles 17 California USA 
896 Viking Electric, Div. of Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Canoga Park California USA 
896 Viking Industries, Inc. Chatsworth California USA 
896 Viking Industries, Inc. Chatsworth California USA 
896 Viking Industries, Inc. Chatsworth California USA 
896 Viking Industries, Inc. Chatsworth California USA 
896 Viking Industries, Inc. Chatsworth California USA 
896 Viking Industries, Inc. Chatsworth California USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 








Code Company/Manufacturer Year Address City State Country 
896 Viking Industries, Inc. Chatsworth California USA 
897 Tresco (Transformer and Electronic Specialties Co.) Philadelphia 28 Pennsylvania USA 
897 Tresco (Transformer and Electronic Specialties Co.) Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia 28 Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, Inc. Philadelphia Pennsylvania USA 
897 Tresco, an Aydin Company Philadelphia Pennsylvania USA 
897 G & G Tresco Philadelphia Pennsylvania USA 
897 G&G TRESCO Philadelphia Pennsylvania USA 
898 Consolidated Vultee Aircraft Corp. Pomona California USA 
898 Convair, Division of General Dynamics Corp. Pomona California USA 
898 Convair, Pomona Division, General Dynamics Corp. Pomona California USA 
898 Convair, Pomona Division, General Dynamics Corp. Pomona California USA 
898 Convair, Pomona Division, General Dynamics Corp. Pomona California USA 
898 Convair, Pomona Division, General Dynamics Corp. Pomona California USA 
898 Convair, Pomona Division, General Dynamics Corp. Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
898 General Dynamics/Pomona Pomona California USA 
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898 General Dynamics/Pomona 1987 Pomona California USA 
898 General Dynamics/Pomona ; 1989 1 Pomona California USA 
898 General Dynamics/Pomona 1994 Pomona California USA 
898 General Dynamics/Pomona 1995 Pomona California USA 
898 General Dynamics Corp. 1996 Pomona California USA 
898 General Dynamics Corp. 2001 Pomona California USA 
899 Serra Corp. 1994 Fremont California USA 
899 Serra Corp. 1995 Fremont California USA 
899 Serra Corp. 1996 Fremont California USA 
899 Serra Corp. 2001 4841 Davenport Place Fremont California USA 
900 ACF Electronics, Division of ACF Industries, Inc. Alexandria Virginia USA 
900 ACF Electronics, Division of ACF Industries, Inc. Alexandria Virginia USA 
900 ACF Electronics, Division of ACF Industries, Inc. Alexandria Virginia USA 
900 ACF Electronics, Division of ACF Industries, Inc. Alexandria Virginia USA 
900 ACE Electronics, Division of ACT Industries, Inc. Alexandria Virginia USA 
900 ACF Electronics, Division of ACF Industries, Inc. Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Alexandria Virginia USA 
900 Paktron Div., Illinois Tool Works Vienna Virginia USA 
900 Paktron Div., Illinois Tool Works Vienna Virginia USA 
900 Paktron Div., Illinois Tool Works Vienna Virginia USA 
900 Paktron Div., Illinois Tool Works 1987 Vienna Virginia USA 
900 Paktron Div., Illinois Tool Works 1989 Lynchburg Virginia USA 
901 Cargo Packers, Inc. Brooklyn 11 New York USA 
901 Cargo Packers, Inc. Brooklyn 18 New York USA 
901 Cargo Packers, Inc. Glendale 27 New York USA 
901 Cargo Packers, Inc. Glendale 27 New York USA 
901 Cargo Packers, Inc. Glendale 27 New York USA 
901 Cargo Packers, Inc. Glendale 27 New York USA 
901 EMCON, Div. of Illinois Tool Works San Diego California USA 
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901 EMCON, Div. of Illinois Tool Works San Diego California USA 
901 EMCON, Div. of Illinois Tool Works San Diego California USA 
901 EMCON, Inc./Div. Kyocera N.A. 1987 San Diego California USA 
901 EMCON, Inc./Div. Kyocera N.A. | 1989 San Diego California USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 Elgin Metalformers Corp. Elgin Illinois USA 
902 EMCOR-Ingersoll Products Div., Borg-Warner Corp. Elgin Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago 43 Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago 43 Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Ingersoll Products, Div. of Borg-Warner Corp. Chicago Illinois USA 
902 Chronomatic, Div. of Illinois Tool Works Chicago Illinois USA 
902 Chronomatic, Div. of Illinois Tool Works Chicago Illinois USA 
902 Chronomatic, Div. of Illinois Tool Works Chicago Illinois USA 
902 Chronomatic, Div. of Illinois Tool Works 1987 Chicago Illinois USA 
902 Chronomatic, Div. of Illinois Tool Works 1989 Chicago Illinois USA 
903 D & M Products Detroit 35 Michigan USA 
903 D & M Products Detroit 35 Michigan USA 
903 D & M Products Detroit 35 Michigan USA 
903 D & M Products Detroit 35 Michigan USA 
903 Electro-Products, Inc. Detroit 27 Michigan USA 
903 Electro-Products, Inc. Detroit 27 Michigan USA 
903 Electro-Products, Inc. Detroit 27 Michigan USA 
903 Electro-Products, Inc. Detroit 27 Michigan USA 
903 Electro-Products, Inc. Detroit 27 Michigan USA 
903 Licon, Div. of Illinois Tool Works Chicago Illinois USA 
903 Licon, Div. of Illinois Tool Works Chicago Illinois USA 
903 Licon, Div. of Illinois Tool Works Chicago Illinois USA 
903 Licon, Div. of Illinois Tool Works 1987 Chicago Illinois USA 
903 Licon, Div. of Illinois Tool Works 1989 Chicago Illinois USA 


904 Pan-Electronics Corp. Atlanta Georgia USA 
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904 Pan-Electronics Corp. Griffin Georgia USA 
904 Pan-Electronics Corp. Griffin Georgia USA 
904 Pan-Electronics Corp. Griffin Georgia USA 
904 Pan-Electronics Corp. Griffin Georgia USA 
904 Savoy Electronics, Inc. Griffin Georgia USA 
904 Savoy Electronics, Inc. Griffin Georgia USA 
904 Cortron, Div. of Illinois Tool Works Chicago Illinois USA 
904 Cortron, Div. of Illinois Tool Works Chicago Illinois USA 
904 Cortron, Div. of Illinois Tool Works Chicago Illinois USA 
904 Cortron, Div. of Illinois Tool Works 1987 Chicago Illinois USA 
904 Cortron, Div. of Illinois Tool Works 1989 Chicago Illinois USA 
905 Allied Research & Engineering, Inc. Hollywood 38 California USA 
905 Allied Research & Engineering Division, Allied Record Manufacturing Co. Hollywood 38 California USA 
905 Allied Research & Engineering Division, Allied Record Manufacturing Co. Hollywood 38 California USA 
905 Columbia Electronic Cables New Bedford Massachusetts USA 
905 Columbia Electronic Cables New Bedford Massachusetts USA 
905 Columbia Electronic Cables New Bedford Massachusetts USA 
905 Columbia Electronic Cables 1987 New Bedford Massachusetts USA 
905 Columbia Electronic Cables | 1989 New Bedford Massachusetts USA 
905 Columbia Electronic Cables 1994 New Bedford Massachusetts USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated Cary Illinois USA 
906 Coilcraft, Incorporated 1987 Cary Illinois USA 


906 Coilcraft, Incorporated 1989 Cary Illinois USA 
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906 Coilcraft, Incorporated 1994 Cary Illinois USA 
906 Coilcraft, Incorporated 1995 Cary Illinois USA 
906 Coilcraft, Inc. 1996 Cary Illinois USA 
906 Coilcraft, Incorporated 2001 1102 Silver Lake Road Gary Indiana USA 
907 Senn Corporation [4955 New Augusta Indiana USA 
907 Unitrode Integrated Circuits 1994 Merrimack New Hampshire USA 
907 Unitrode Integrated Circuits 1995 Merrimack New Hampshire USA 
907 Unitrode Integrated Circuits 2001 Merrimack New Hampshire USA 
908 Aerocoil, Inc. Jersey City New Jersey USA 
908 Aerocoil, Inc. Jersey City New Jersey USA 
908 Aerocoil, Inc. Jersey City New Jersey USA 
908 Tazcap Corp. Tazewell Virginia USA 
908 Tazcap Corp. Bluefield Virginia USA 
908 Tazcap Corp. Bluefield Virginia USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 Chester Cable Corp. Chester New York USA 
909 City Service Co., Chester Cable Operations Chester New York USA 
909 City Service Co., Chester Cable Operations Chester New York USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp Union City New Jersey USA 
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910 Aerolite Electronics Corp. 1963 Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Aerolite Electronics Corp Union City New Jersey USA 
910 Aerolite Electronics Corp. Union City New Jersey USA 
910 Bel Hybrids & Magnetics - Norcal 1995 Pleasanton California USA 
910 Bel Hybrids & Magnetics - Norcal 1996 Pleasanton California USA 
910 Bel Hybrids & Magnetics 1997 Pleasanton California USA 
910 Bel Hybrids & Magnetics Inc. 1999 5627 Stoneridge Drive #2 Pleasanton California USA 
910 Bel Hybrids & Magnetics - Norcal 2001 5627 Stoneridge Drive, S Pleasanton California USA 
911 International Electronic Industries, Inc. Nashville 11 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 1 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 10 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 1 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 1 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 1 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 4 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 4 Tennessee USA 
911 International Electronic Industries, Inc. Nashville 4 Tennessee USA 
911 International Electronic Industries, Inc. Nashville Tennessee USA 
911 International Electronic Industries, Inc. Nashville Tennessee USA 
911 International Electronic Industries Nashville Tennessee USA 
911 International Electronic Industries Nashville Tennessee USA 
911 International Electronic Industries Nashville Tennessee USA 
911 International Electronic Industries Nashville Tennessee USA 
911 International Electronic Industries Nashville Tennessee USA 
911 International Electronic Industries Greenfield Tennessee USA 
911 International Electronic Industries 1987 Greenfield Tennessee USA 
911 International Electronic Industries | 1989 Greenfield Tennessee USA 
912 I-T-E Circuit Breaker Company Philadelphia 30 Pennsylvania USA 
912 Blackburn Electronic Corporation Wyoming Pennsylvania USA 
912 Blackburn Electronic Corporation Wyoming Pennsylvania USA 
912 Blackburn Electronic Corporation Wyoming Pennsylvania USA 
912 Blackburn Electronic Corporation Wyoming Pennsylvania USA 
912 Blackburn Electronic Corporation Wyoming Pennsylvania USA 
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912 Blackburn Electronic Corporation | Wyoming Pennsylvania USA 
912 Sure Power Products, Inc. Portland Oregon USA 
912 Sure Power Products, Inc. Portland Oregon USA 
912 Sure Power Products, Inc. Portland Oregon USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Corporation Union Springs New York USA 
913 General Products Union Springs New York USA 
913 General Products Div./G&W Mfg. Co. Union Springs New York USA 
913 General Products Div./G&W Mfg. Co. Union Springs New York USA 
913 Wickes Manufacturing, Electrical Division 1987 Union Springs New York USA 
913 Wickes Manufacturing, Electrical Division 1989 | Union Springs New York USA 
913 Wickes Manufacturing Co., Electrical Division 2001 107 Salem Street Union Springs New York USA 
914 Centran, Inc., Div. of Central Coil = Greensburg Indiana USA 
914 Centran, Inc., Div. of Central Coil Greensburg Indiana USA 
914 C. H. & T. Transformers 1987 Tuscumbia Alabama USA 
914 Electro Technology, Inc. | 1989 Muscle Shoals Alabama USA 
914 Electro Technology, Inc. 1994 Muscle Shoals Alabama USA 
914 Electro Technology, Inc. 1995 Muscle Shoals Alabama USA 
914 Electro Technologies, Inc. 1997 Muscle Shoals Alabama USA 
914 Electro Technologies, Inc. 1998 Muscle Shoals Alabama USA 
914 Electro Technologies, Inc. 1999 1830 Amos Drive Muscle Shoals Alabama USA 
914 Communication Associates Inc. 2001 1750 Coleman Rd. Anniston Alabama USA 


915 Rollins Corporation Lewes Delaware USA 
915 Rollins Corporation Lewes Delaware USA 
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915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Illinois USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 Inductor Engineering, Inc. Lewes Delaware USA 
915 PCA Electronics, Inc. North Hills California USA 
915 PCA Electronics, Inc. North Hills California USA 
915 PCA Electronics, Inc. North Hills California USA 
915 PCA Electronics, Inc. North Hills California USA 
916 Texas Electronics Mfg. Co., Inc. Houston Texas USA 
916 Texas Electronics Mfg. Co., Inc. Houston Texas USA 
916 Texas Electronics Mfg. Co., Inc. Houston Texas USA 
916 GDE Systems, Inc. 1994 San Diego California USA 
916 GDE Systems, Inc. 1995 San Diego California USA 
916 GDE Systems, Inc. 1996 San Diego California USA 
916 GDE Systems, Inc. 1997 San Diego California USA 
916 GDE Systems, Inc. 2001 5011 Kenny Villa Road San Diego California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 25 California USA 
917 Resitron Laboratories, Inc. Los Angeles 66 California USA 
917 Resitron Laboratories, Inc. Los Angeles California USA 
917 Lattice Semiconductors Corp. 2001 5555 N.E. Moore Court — Hillsboro Oregon USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
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918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Oaktron Industries, Inc. Monroe Wisconsin USA 
918 Samsung America, Inc. 1987 Ft. Lee New Jersey USA 
918 Samsung America, Inc. 1989 Ft. Lee New Jersey USA 
918 Samsung America, Inc., Samsung Electronics America, Inc. 1994 New Jersey USA 
918 Samsung America, Inc., Samsung Electronics America, Inc. 1995 Ridgefield Park New Jersey USA 
918 Samsung America, Inc. 1996 Fort Lee New Jersey USA 
918 Samsung Electronics America, Inc. 1997 Ridgefield Park New Jersey USA 
918 Samsung Electronics America, Inc. 1998 Ridgefield Park New Jersey USA 
918 Samsung Electronics 1999 105 Challenger Road Ridgefield Pk New Jersey USA 
918 Samsung America, Inc. 2001 1 Executive Drive Fort Lee New Jersey USA 
919 Richardson Co. Hollywood 28 California USA 
919 Richardson Co. Hollywood 28 California USA 
919 Richardson Co. Hollywood 28 California USA 
919 GSG Industries 1994 Robinson Illinois USA 
919 GSG Industries 1995 Robinson Illinois USA 
919 GSG Industries 1996 Robinson Illinois USA 
919 GSG Industries 1997 Robinson Illinois USA 
919 GSG Industries 1998 Robinson Illinois USA 
919 GSG Industries 1999 1708 W. Main St, PO Box Robinson Illinois USA 
919 GSG Industries 2001 401 N. Cross,PO Box 42$ Robinson Illinois USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland 6 Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 The Antenna Specialists Co. Cleveland Ohio USA 
920 Antenna Specialists Div., Allen Electric & Equipment Co. Cleveland Ohio USA 
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920 Antenna Specialists Div., Allen Electric & Equipment Co. Cleveland Ohio USA 
920 Antenna Specialists Div., Allen Electric & Equipment Co. Cleveland Ohio USA 
920 Antenna Specialists Co. Cleveland Ohio USA 
920 Antenna Specialists Co. Cleveland Ohio USA 
920 Antenna Specialists Co. Cleveland Ohio USA 
920 Antenna Specialists Co. 1987 Cleveland Ohio USA 
920 Antenna Specialists Co. 1989 | Cleveland Ohio USA 
920 Antenna Specialists Co. 1994 Cleveland Ohio USA 
920 Antenna Specialists Co. 1995 Cleveland Ohio USA 
920 Antenna Specialists Co. 1996 Cleveland Ohio USA 
920 Antenna Specialists Co., A Division of Orion Industries 2001 Cleveland Ohio USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland 11 Oregon USA 
921 Technical Training Institute Portland Oregon USA 
922 Standard Television Tube Corp. New Orleans 12 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 12 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 12 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 12 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 12 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 19 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 19 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 19 Louisiana USA 
922 Standard Television Tube Corp. New Orleans 19 Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 Standard Television Tube Corp. New Orleans Louisiana USA 
922 International Components Corporation Melville New York USA 
922 International Components Corporation Melville New York USA 
922 International Components Corporation Melville New York USA 





922 International Components Corporation 1987 Melville New York USA 
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922 International Components Corporation 1989 Melville New York USA 
922 International Components Corporation 1994 Melville New York USA 
922 International Components Corporation 1995 Melville New York USA 
922 International Components Corp. 1996 Melville New York USA 
922 International Components Corporation 2001 105 Maxess Road Melville New York USA 
923 Jerrold Electronics Corporation Philadelphia 46 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 3. Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 3 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 3 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 32 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 32 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 32 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 32 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia 32 Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corporation Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp., Sub. General Instrument Corp. Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp., Sub. General Instrument Corp. Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp., Sub. General Instrument Corp. Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp., Sub. General Instrument Corp. Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp., Sub. General Instrument Corp. Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub. of General Instrument Corp. Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub. of General Instrument Corp. Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub. of General Instrument Corp. 1987 Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub. of General Instrument Corp. 1989 Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub of General Instrument 1994 Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub of General Instrument 1995 Philadelphia Pennsylvania USA 
923 Taco/Jerrold Div., Sub of General Instruments 1996 Philadelphia Pennsylvania USA 
923 Jerrold Electronics Corp. 2001 26th & Dickinson Streets Philadelphia Pennsylvania USA 
924 Germanium Products Corporation, Sub. of Radio Development & Research Corp. Jersey City 4 New Jersey USA 
924 Germanium Products Corporation, Sub. of Radio Development & Research Corp. Jersey City 4 New Jersey USA 
924 Radio Development & Research Corp. Paterson 3 New Jersey USA 
924 Radio Development & Research Corp. Paterson 3 New Jersey USA 
924 Radio Development & Research Corp. Paterson 3 New Jersey USA 
924 Radio Development & Research Corp. Paterson 3 New Jersey USA 
924 Radio Development & Research Corp. Paterson 3 New Jersey USA 
925 Kay Lab San Diego 10 California USA 
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925 Kay Lab San Diego 12 California USA 
925 Kay Lab San Diego 11 California USA 
925 Kin Tel, Division of Cohu Electronics, Inc. San Diego 11 California USA 
925 Kin Tel, Division of Cohu Electronics, Inc. San Diego 11 California USA 
925 Alcoils - Warner Electric 1994 Columbia City Indiana USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 Todd Electric Company, Inc. Yonkers New York USA 
926 PCSI (Pacific Communication Sciences Inc) San Diego California USA 
926 PCSI (Pacific Communication Sciences Inc) San Diego California USA 
926 PCSI (Pacific Communication Science Inc.) San Diego California USA 
926 Pacific Communication Science Inc. 10075 Barnes Canyon R¢ San Diego California USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Mechanical Division Minneapolis 13 Minnesota USA 
927 General Mills, Inc., Electronics Division Minneapolis 13 Minnesota USA 
927 Atlantic Transformers, Inc. Barker New York USA 
927 Atlantic Transformers, Inc. Barker New York USA 
927 Atlantic Transformer, Inc. Barker New York USA 
927 Atlantic Transformer, Inc. Barker New York USA 
927 Atlantic Transformers, Inc. Barker New York USA 
927 Atlantic Transformers, Inc. 1674 Quaker Road PO B Barker New York USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
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928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago 14 Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
928 Acme Coil & Transformer Corp. Chicago Illinois USA 
929 Parker Metal Goods Company Worcester Massachusetts USA 
929 Parker Metal Goods Company Worcester Massachusetts USA 
929 Parker Metal Goods Company Worcester 8 Massachusetts USA 
929 Parker Metal Goods Company Worcester Massachusetts USA 
929 Parker Metal Goods Company Worcester Massachusetts USA 
929 Parker Metal Goods Company Worcester 8 Massachusetts USA 
929 Parker Metal Goods Company Worcester 8 Massachusetts USA 
929 Parker Metal Goods Company Worcester 8 Massachusetts USA 
929 Parker Metal Goods Company Worcester 8 Massachusetts USA 
929 Standard Microsystems Hauppauge New York USA 
929 Standard Microsystems 1994 Hauppauge New York USA 
929 Standard Microsystems 1995 Hauppauge New York USA 
929 Standard Microsystems Corp. 1996 Hauppauge New York USA 
929 Standard Microsystems Corporation 1997 Hauppauge New York USA 
929 Standard Microsystems Corp. 2001 35 Marcus Blvd. Hauppauge New York USA 
930 Raytronic Laboratories, Inc. Cincinnati 15 Ohio USA 
930 Raytronic Laboratories, Inc. Cincinnati 15 Ohio USA 
931 Skiatron Electronics & TV Corp. New York 3 New York USA 
931 Skiatron Electronics & TV Corp. New York 3 New York USA 
931 Skiatron Electronics & Television Corp. New York 14 New York USA 
931 Skiatron Electronics & Television Corp. New York 14 New York USA 
931 Skiatron Electronics & Television Corp. New York 14 New York USA 
931 Skiatron Electronics & Television Corp. New York 14 New York USA 
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931 Skiatron Electronics & Television Corp. 1961 New York 14 New York USA 
931 Skiatron Electronics & Television Corp. New York 14 New York USA 
931 Skiatron Electronics & Television Corp. Baldwin, L. |. New York USA 
931 Skiatron Electronics & Television Corp. Baldwin, L. |. New York USA 
931 Skiatron Electronics & Television Corp. N.Y. New York USA 
931 Skiatron Electronics & Television Corp. N.Y. New York USA 
931 Skiatron Electronics & Television Corp. N.Y. New York USA 
932 Atlas Resistor Co. Philadelphia 44 Pennsylvania USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago 22 Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. 1987 Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. | 1989 Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. 1994 Burlingame California USA 
933 Magnetic Coil Manufacturing Co. 1995 Burlingame California USA 
933 Magnetic Coil Manufacturing Company 1996 Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co., Inc 1997 Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co., Inc 1998 Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co., Inc. 1999 1221 N. Paulina Street Chicago Illinois USA 
933 Magnetic Coil Manufacturing Co. 2001 1418 Augusta Blvd. Chicago Illinois USA 


934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
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934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Oaktron Electric Company Tinley Park Illinois USA 
934 Wescoil Company, Sub. The Muter Co. Tinley Park Illinois USA 
934 Wescoil Company, Sub. The Muter Co. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
934 Wescoil Company, Inc. Tinley Park Illinois USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark 3 New Jersey USA 
935 Electrons, Inc. Newark New Jersey USA 
935 Electrons, Inc. Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Newark New Jersey USA 
935 Electrons Company Fairfield New Jersey USA 
936 Hamilton-Hall Mfg. Co. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Mfg. Co. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Mfg. Co. Milwaukee 2 Wisconsin USA 
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936 Hamilton-Hall Mfg. Co. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee 2 Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton-Hall Resistor Corp. Milwaukee Wisconsin USA 
936 Hamilton Hall Resistor Corp. Milwaukee Wisconsin USA 
937 Polan Industries, Inc. Huntington 19 West Virginia USA 
937 Cableworks, Inc. 1987 Rancho Cordova California USA 
937 Cableworks, Inc. 1989 Rancho Cordova California USA 
938 Farnsworth Electronics Company Fort Wayne Indiana USA 
938 Farnsworth Electronics Company Fort Wayne Indiana USA 
938 Farnsworth Electronics Company Fort Wayne Indiana USA 
938 ITT Federal Division Fort Wayne Indiana USA 
938 ITT Federal Division Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Fort Wayne Indiana USA 
938 ITT Federal Laboratories Ft. Wayne Indiana USA 
938 ITT Federal Laboratories Ft. Wayne Indiana USA 
938 ITT Federal Laboratories Ft. Wayne Indiana USA 
938 ITT Federal Laboratories 1987 Ft. Wayne Indiana USA 


938 ITT Federal Laboratories 1989 Ft. Wayne Indiana USA 
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938 ITT Federal Laboratories 1994 Ft. Wayne Indiana USA 
938 ITT Federal Laboratories 1995 Ft. Wayne Indiana USA 
938 ITT Federal Laboratories 1996 Fort Wayne Indiana USA 
938 ITT Federal Laboratories 2001 Fort Wayne Indiana USA 
940 Bomac Laboratories, Inc. Beverly Massachusetts USA 
940 Bomac Laboratories, Inc. Beverly Hills Massachusetts USA 
940 Bomac Laboratories, Inc. Beverly Massachusetts USA 
940 Bomac Laboratories, Inc. Beverly Massachusetts USA 
940 Bomac Laboratories, Inc. Beverly Massachusetts USA 
940 Bomac Laboratories, Inc., Sub. Varian Associates Beverly Massachusetts USA 
940 Bomac Laboratories, Inc., Sub. Varian Associates Beverly Massachusetts USA 
940 Precision Electronics Corp. Marshfield Massachusetts USA 
940 Precision Electronics Corp. Marshfield Massachusetts USA 
940 Precision Electronics Corp. 1987 Marshfield Massachusetts USA 
940 Precision Electronics Corp. 1989 Marshfield Massachusetts USA 
941 Electronic Engineering Company of California Los Angeles 57 California USA 
941 Electronic Engineering Company of California Los Angeles 57 California USA 
941 Electronic Engineering Company of California Santa Ana California USA 
941 Electronic Engineering Company of California Santa Ana California USA 
941 Electronic Engineering Company of California Santa Ana California USA 
941 Electronic Engineering Company of California Santa Ana California USA 
941 Silicon Systems, Inc. 1989 Tustin California USA 
942 Federated Metals Division, American Smelting and Refining Co. New York 5 New York USA 
942 Federated Metals Division, American Smelting and Refining Co. New York 5 New York USA 
942 Federated Metals Division, American Smelting and Refining Co. New York 5 New York USA 
942 Duratron, Inc. 1987 Dallas Texas USA 
942 Kenwood U.S.A. Corp. 1994 Long Beach California USA 
942 Kenwood U.S.A. Corp. 1995 Long Beach California USA 
942 Kenwood U.S.A. Corporation 1996 Long Beach California USA 
942 Kenwood U.S.A. 2001 PO Box 22745 Long Beach California USA 
943 G. M. Giannini & Co., Inc. Pasadena 1 California USA 
943 G. M. Giannini & Co., Inc. Pasadena 1 California USA 
943 G. M. Giannini & Co., Inc. Pasadena 1 California USA 
943 Datex Corporation Monrovia California USA 
943 Flextronics Singapore, PTE, Ltd. 1989 Singapore 
944 Insulated Circuits, Inc. West Caldwell New Jersey USA 
944 Insulated Circuits, Inc. West Caldwell New Jersey USA 
944 Insulated Circuits, Inc. West Caldwell New Jersey USA 
944 Schulze Manufacturing 1987 Burlingame California USA 


944 Schulze Manufacturing 1989 Burlingame California USA 
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944 Schulze Manufacturing Corp. 1994 Burlingame California USA 
944 Schulze Manufacturing Corp. 1995 Burlingame California USA 
944 Schulze Manufacturing Corp. 1996 Burlingame California USA 
944 Schulze Manufacturing Corporation 1997 Burlingame California USA 
944 Schulze Manufacturing Corporation 1998 Burlingame California USA 
944 Schulze Manufacturing 1999 50 Ingold Road Burlingame California USA 
944 Schulze Manufacturing 2001 50 Ingold Road Burlingame California USA 
945 The J & G Machine Co., Inc. Worcester 4 Massachusetts USA 
945 The J & G Machine Co., Inc. Worcester 4 Massachusetts USA 
945 The J & G Machine Co., Inc. Worcester 4 Massachusetts USA 
945 The J & G Machine Co., Inc. Worcester 8 Massachusetts USA 
945 RSP Manufacturing Corp. 1994 Fremont California USA 
945 RSP Manufacturing Corp. 1995 Fremont California USA 
945 RSP Manufacturing Corp. 1996 Fremont California USA 
945 RSP Manufacturing Corporation 1997 Fremont California USA 
945 RSP Manufacturing Corporation 1998 Fremont California USA 
945 RSP Tool Engineering, Inc. 2001 44980 S. Grimmer Blvd. Fremont California USA 
946 Mechanical Steel Tubing Corp. Bronx 59 New York USA 
946 Mechanical Steel Tubing Corp. Bronx 59 New York USA 
946 Mechanical Steel Tubing Corp. Bronx 59 New York USA 
946 Burndy Corp. 1994 Norwalk Connecticut USA 
946 Burndy Corp. 1995 Norwalk Connecticut USA 
946 Burndy Corp. 1996 Norwalk Connecticut USA 
946 Enterprise Electronics Corporation 1997 Naperville Illinois USA 
946 Enterprise Electronics Corporation 1998 Naperville Illinois USA 
946 Enterprise Electronics Corporation 1999 PO Box 4200 Naperville Illinois USA 
946 Enterprise Electronics Corporation 2001 PO Box 4200 Naperville Illinois USA 
947 Pacific Semiconductors, Inc. Culver City California USA 
947 Pacific Semiconductors, Inc. Culver City California USA 
947 Pacific Semiconductors, Inc. Culver City California USA 
947 Pacific Semiconductors, Inc. Culver City California USA 
947 Pacific Semiconductors, Inc. Culver City California USA 
947 Pacific Semiconductors, Inc. Lawndale California USA 
947 Pacific Semiconductors, Inc. Lawndale California USA 
947 Pacific Semiconductors, Inc. Lawndale California USA 
947 Pacific Semiconductors/TRW Lawndale California USA 
947 TRW Semiconductors (formerly PSI) Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 


947 TRW Semiconductors Lawndale California USA 
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947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors Lawndale California USA 
947 TRW Semiconductors 1987 Lawndale California USA 
947 TRW Semiconductors 1989 Lawndale California USA 
947 TRW Semiconductors 1994 Lawndale California USA 
947 TRW Semiconductors 1995 Lawndale California USA 
947 TRW Semiconductors, Inc. 1996 Lawndale California USA 
947 TRW Semiconductors 2001 Lawndale California USA 
948 The Radix Wire Company Euclid 32 Ohio USA 
948 The Radix Wire Company Euclid 32 Ohio USA 
948 The Radix Wire Company Euclid 32 Ohio USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Chicago 8 Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Apex Coil and Transformer Corporation Quincy Illinois USA 
949 Burr-Brown Research Corporation Tucson Arizona USA 
949 Burr-Brown Research Corporation Tucson Arizona USA 
949 Burr-Brown Corporation 1987 Tucson Arizona USA 
949 Burr-Brown Corporation 1989 ae | Tucson Arizona USA 
949 Burr-Brown Corporation 1994 Tucson Arizona USA 
949 Burr-Brown Corporation 1995 Tucson Arizona USA 
949 Burr-Brown Research Corp. 1996 Tucson Arizona USA 
949 Burr-Brown Research Corporation 2001 Int'l Airport Industrial Pk., Tucson Arizona USA 
950 Feedback Controls, Inc. Alexandria Virginia USA 
950 Acushnet Capacitor Co. New Bedford Massachusetts USA 
950 Acushnet Capacitor Co. New Bedford Massachusetts USA 
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950 Acushnet Capacitor Co. 1987 Concord Massachusetts USA 
951 Kost Products Company, Inc. Chicago 39 Illinois USA 
951 Kost Products Company, Inc. Chicago 39 Illinois USA 
951 Kost Products Company, Inc. Chicago 39 Illinois USA 
951 Kost Products Company, Inc. Chicago 39 Illinois USA 
951 Kost Products Company, Inc. Chicago 39 Illinois USA 
951 Beseler 1987 Florham Park New Jersey USA 
951 Beseler 1989 Florham Park New Jersey USA 
952 Rhein Sound Systems, Inc. Marion Illinois USA 
952 Rhein Sound Systems, Inc. Marion Illinois USA 
952 Rhein Sound Systems, Inc. New Haven 5 Connecticut USA 
952 Rhein Sound Systems, Inc. New Haven 5 Connecticut USA 
952 Rhein Sound Systems, Inc. New Haven 5 Connecticut USA 
952 KMC Div., Sterling Engineered Products, sub. of Trinova 1989 Nashville Tennessee USA 
953 Scientific Radio Products, Inc. Omaha 8 Nebraska USA 
953 Scientific Radio Products, Inc. Omaha 5 Nebraska USA 
953 Scientific Radio Products, Inc. Omaha 8 Nebraska USA 
953 Scientific Radio Products, Inc. Loveland Colorado USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. Union City New Jersey USA 
954 Union City Filament Corp. 1987 Union City New Jersey USA 


954 Union City Filament Corp. 1989 Union City New Jersey USA 
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955 United States Electronic Research & Development Corp. Detroit 16 Michigan USA 
955 Antenna, Inc. 1989 Cleveland Ohio USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport 1 Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. Bridgeport Connecticut USA 
956 Vitramon, Inc. | 1989 Bridgeport Connecticut USA 
957 Winston Electronics, Inc. Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Inc. Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Inc. Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Inc. Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Miami 42 Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Miami 42 Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia 27 Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
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957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries 1987 Philadelphia Pennsylvania USA 
957 Winston Electronics, Div. of Jetronic Industries i 1989 J Philadelphia Pennsylvania USA 
958 Five Star Manufacturing Company Houston 20 Texas USA 
958 Five Star Manufacturing Company Houston 20 Texas USA 
958 Support Systems International Corp. 1987 Richmond California USA 
958 Support Systems International Corp. 1989 al Richmond California USA 
958 Support Systems International Corp. 1994 Richmond California USA 
958 Support Systems International Corp 1995 Richmond California USA 
958 Support Systems International Corporation 1996 Richmond California USA 
959 Transitron Electronic Corporation Melrose Massachusetts USA 
959 Transitron Electronic Corporation Melrose Park Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Sales Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corporation Wakefield Massachusetts USA 
959 Transitron Electronic Corp. Wakefield Massachusetts USA 
959 Transitron Electronic Corp. Wakefield Massachusetts USA 
959 Transitron Electronic Corp. Wakefield Massachusetts USA 
960 Ontario Industries, Inc. Hornell New York USA 
960 Ontario Industries, Inc. Hornell New York USA 
960 Ontario Industries, Inc. Hornell New York USA 
960 Ontario Industries, Inc. Hornell New York USA 
960 Ontario Industries, Inc. Homell New York USA 
960 Ontario Industries, Inc. Homell New York USA 
960 Ontario Industries, Inc. Hornell New York USA 
961 Anton Electronic Laboratories, Inc. Brooklyn 37 New York USA 
961 Anton Electronics Laboratories, Inc., Subdivision of U.S. Hoffman Machinery Corp. Brooklyn 37 New York USA 
961 Anton Electronics Laboratories, Inc., Subdivision of U.S. Hoffman Machinery Corp. Brooklyn 37 New York USA 
961 Anton Electronics Laboratories, Inc., Subdivision of U.S. Hoffman Machinery Corp. Brooklyn 37 New York USA 
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961 Anton Electronic Laboratories, Inc. Brooklyn 37 New York USA 
961 Anton Electronic Laboratories, Inc. Brooklyn 37 New York USA 
962 Televideo Corporation of America Los Angeles 12 California USA 
962 Televideo Corporation of America Los Angeles 16 California USA 
962 Richardson Electronics, Ltd. 1994 La Fox Illinois USA 
962 Richardson Electronics, Ltd. 1995 La Fox Illinois USA 
962 Richardson Electronics, Ltd. 1996 LaFox Illinois USA 
962 Richardson Electronics, Ltd. 2001 40 W 267th, Keslinger Rc LaFox Illinois USA 
963 Foto-Video Laboratories, Inc. Bloomfield New Jersey USA 
963 Foto-Video Laboratories, Inc. Bloomfield New Jersey USA 
963 Foto-Video Laboratories, Inc. Cedar Grove New Jersey USA 
963 Foto-Video Laboratories, Inc. Cedar Grove New Jersey USA 
963 Foto-Video Laboratories, Inc. Cedar Grove New Jersey USA 
963 Foto-Video Laboratories, Inc. Cedar Grove New Jersey USA 
963 Foto-Video Electronics, Inc. Cedar Grove New Jersey USA 
963 C & K Components, Inc. 1987 Newton Massachusetts USA 
963 C & K Components, Inc. 1989 Newton Massachusetts USA 
963 C & K Components, Inc. 1994 Newton Massachusetts USA 
963 C & K Components, Inc. 1995 Newton Massachusetts USA 
963 C&K Components, Inc. 1997 Watertown Massachusetts USA 
963 C&K Components, Inc. 1998 Watertown Massachusetts USA 
963 C&K Components, Inc. 1999 57 Stanley Avenue Watertown Massachusetts USA 
964 Huggins Laboratories, Inc. Menlo Park California USA 
964 Huggins Laboratories, Inc. Menlo Park California USA 
964 Huggins Laboratories, Inc. Menlo Park California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
964 Huggins Laboratories, Inc. Sunnyvale California USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis 20 Missouri USA 
965 Moloney Electric Co. St. Louis Missouri USA 
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965 Universal Transformer, Inc. Chic Illinois USA 
965 Universal Transformer, Inc. Chicago Illinois USA 
965 Universal Transformer, Inc. Chicago Illinois USA 
965 Universal Transformer, Inc. 1987 Chicago Illinois USA 
965 Universal Transformer, Inc. 1989 Chicago Illinois USA 
966 Mullenbach Division of Electric Machinery Mfg. Co. Los Angeles 58 California USA 
966 Mullenbach Division of Electric Machinery Mfg. Co. Los Angeles 58 California USA 
966 Mullenbach Division of Electric Machinery Mfg. Co. Los Angeles 58 California USA 
966 Mullenbach Division of Electric Machinery Mfg. Co. Los Angeles 58 California USA 
966 Mullenbach Division of Electric Machinery Mfg. Co. Los Angeles 58 California USA 
966 Vicon Industries Inc. 1994 Melville New York USA 
966 Siliconix 1995 Santa Clara California USA 
966 Siliconix 1996 Santa Clara California USA 
966 Siliconix, Inc. 1997 Santa Clara California USA 
966 Siliconix 2001 2201 Laurelwood Rd. PO Santa Clara California USA 
967 North American Aviation, Inc. Downey California USA 
967 North American Aviation, Inc. Downey California USA 
967 North American Aviation, Inc. Downey California USA 
967 North American Aviation, Inc. Los Angeles 45 California USA 
967 North American Aviation, Inc. Los Angeles 45 California USA 
967 North American Aviation, Inc. Los Angeles 45 California USA 
967 North American Aviation, Inc. Los Angeles 45 California USA 
967 North American Aviation, Inc. Los Angeles 45 California USA 
967 North American Aviation, Inc. Los Angeles California USA 
967 North American Aviation, Inc. Los Angeles California USA 
967 North American Aviation, Inc. El Segundo California USA 
967 North American Aviation, Inc. El Segundo California USA 
967 North American Rockwell Corp. El Segundo California USA 
967 North American Rockwell Corp. El Segundo California USA 
967 North American Rockwell Corp. El Segundo California USA 
967 North American Rockwell Corp. El Segundo California USA 
967 North American Rockwell Corp. El Segundo California USA 
967 Rockwell Internationa El Segundo California USA 
967 Rockwell Internationa El Segundo California USA 
967 Rockwell Internationa El Segundo California USA 
967 Rockwell Internationa 1987 El Segundo California USA 
967 Rockwell Internationa 1989 El Segundo California USA 
967 Rockwell Internationa 1994 El Segundo California USA 
967 Rockwell Internationa 1995 El Segundo California USA 
967 Rockwell Internationa 1996 El Segundo California USA 
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967 Rockwell International 2001 El Segundo California USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Park Illinois USA 
968 Rapid Die & Molding Co. Schiller Pk Illinois USA 
968 Rapid Die & Molding Co. Schiller Pk. Illinois USA 
968 Rapid Die & Molding Co. 1987 Schiller Park Illinois USA 
968 Rapid Die & Molding Co. 1989 Schiller Park Illinois USA 
968 Rapid Die & Molding Co. 2001 3901 Wesley Terrace Schiller Park Illinois USA 
969 Reeves-Hoffman Corp. Carlisle Pennsylvania USA 
970 TelAutograph Corporation Los Angeles 19 California USA 
970 TelAutograph Corporation Los Angeles 45 California USA 
970 TelAutograph Corporation Los Angeles 45 California USA 
970 TelAutograph Corporation Los Angeles 45 California USA 
970 Reyns Transformer Co. Brookfield Illinois USA 
970 Reyns Transformer Co. Brookfield Illinois USA 
970 Reyns Transformer Co. Brookfield Illinois USA 
970 Reyns Transformer Co. 1987 Brookfield Illinois USA 
970 Reyns Transformer Co. 1989 Brookfield Illinois USA 
970 Reyns Transformer Co. 1994 Brookfield Illinois USA 
970 Reyns Transformer Co. 1995 Brookfield Illinois USA 
970 Reyns Transformer Company 1996 Brookfield Illinois USA 
970 Reyns Transformer Company 1997 Brookfield Illinois USA 
970 Reyns Transformer Company 1998 Brookfield Illinois USA 
970 Reyns Transformer Company 1999 9020 Brookfield Ave. Brookfield Illinois USA 
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971 Vector Electronic Company Los Angeles 65 California USA 
971 Vector Electronic Company Los Angeles 65 California USA 
971 Vector Electronic Company Glendale California USA 
971 Vector Electronic Company Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale Calif USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company. Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Glendale California USA 
971 Vector Electronic Company. Inc. Glendale California USA 
971 Vector Electronic Company, Inc. Sylmar California USA 
971 Vector Electronic Company, Inc. Sylmar California USA 
971 Magnavox Electronic Systems Company 1994 Ft. Wayne Indiana USA 
971 Magnavox Electronic Systems Company 1995 Ft. Wayne Indiana USA 
971 Magnavox Electronic Systems Company 1996 Ft. Wayne Indiana USA 
971 Magnavox Electronic Systems Company 1997 Ft. Wayne Indiana USA 
971 Magnavox Electronic Systems Company 2001 1313 Production Road _-Ft.wayne Indiana USA 
972 Industrial Tubes, Inc. Geneva Illinois USA 
972 Industrial Tubes, Inc. Geneva Illinois USA 
972 Industrial Tubes, Inc. Geneva Illinois USA 
972 Industrial Tubes, Inc. Geneva Illinois USA 
972 Industrial Tubes, Inc. Geneva Illinois USA 
973 PCA Electronics Inc. Santa Monica California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 PCA Electronics Inc. Sepulveda California USA 
973 SD&E, Inc. 1994 Long Branch New Jersey USA 
973 SD&E, Inc. 1995 Long Branch New Jersey USA 
973 SD&E, Inc. 1996 Long Branch New Jersey USA 
973 SD8E, Inc. 2001 252 Broadway Long Branch New Jersey USA 


974 ——_Lectrohm, Inc. 1956 Chicago 30 Ilinois USA 





EIA Production Source Code (EIA-476-A) Compilation - Version 5.0 - 16.07.21 Transcribed, compiled and edited by Jakob H. Thordarson - j@reverb.is 














Code Company/Manufacturer Year Address City State Country 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago 30 Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm, Inc. Chicago Illinois USA 
974 Lectrohm Div./CAPCO, Inc. Grand Junction Colorado USA 
974 Lectrohm Div./CAPCO, Inc. Grand Junction Colorado USA 
974 Lectrohm Div./CAPCO, Inc. 1987 Grand Junction Colorado USA 
974 Lectrohm Div./CAPCO, Inc. | 1989 Grand Junction Colorado USA 
974 Lectrohm Div. CAPCO, Inc. 1994 Grand Junction Colorado USA 
974 Lectrohm Div./CAPCO, Inc. 1995 Grand Junction Colorado USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Sherold Crystals, Inc. Kansas City 8 Missouri USA 
975 Guardian Electric Mfg. Co. 1987 Chicago Illinois USA 
975 Guardian Electric Manufacturing Co. = 1989 ne Chicago Illinois USA 
975 Guardian Electric Manufacturing Co. 1994 Chicago Illinois USA 
975 Guardian Electric Manufacturing Co. 1995 Chicago Illinois USA 
975 Guardian Electric Manufacturing Company 1996 Chicago Illinois USA 
975 Guardian Electric Manufacturing Co. 2001 1550 West Carroll Ave. Chicago Illinois USA 
976 Model Engineering & Manufacturing, Inc. Chicago 18 Illinois USA 
976 Model Engineering & Manufacturing, Inc. Chicago 16 Illinois USA 
976 Model Engineering & Manufacturing, Inc. Chicago 18 Illinois USA 
976 Model Engineering & Manufacturing, Inc. Chicago 18 Illinois USA 
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976 Model Engineering & Manufacturing, Inc. Chicago 18 Illinois USA 
976 Model Engineering & Manufacturing, Inc. Chicago 18 Illinois USA 
976 Tru-Ohm Products Div., Model Eng. & Mfg., Inc. Chicago 47 Illinois USA 
976 Tru-Ohm Products Div., Model Eng. & Mfg., Inc. Chicago 47 Illinois USA 
976 Tru-Ohm Products Div., Model Eng. & Mfg., Inc. Chicago Illinois USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. Port Washington, L. I. New York USA 
977 Filtors, Inc. East Northport, L. |. New York USA 
977 Filtors, Inc. East Northport, L. I. New York USA 
977 Filtors, Inc. East Northport, L. I. New York USA 
977 Filtors, Inc. East Northport, L. I. New York USA 
977 Filtors, Inc. East Northport, L. I. New York USA 
977 Filters, Inc. East Northport, L. I. New York USA 
978 American Electronics Company New York 59 New York USA 
978 American Electronics Company New York 59 New York USA 
978 American Electronics Company New York 59 New York USA 
978 American Electronics Company New York 59 New York USA 
978 American Electronics Company Mineola, L. |. New York USA 
978 American Electronics Company Mineola, L. |. New York USA 
978 American Electronics Company Mineola, L. |. New York USA 
978 Great America, Inc. San Antonio Texas USA 
978 Great America, Inc. San Antonio Texas USA 
978 Great America, Inc. San Antonio Texas USA 
979 Ratigan Electronics Inc. Los Angeles 11 California USA 
979 Ratigan Electronics Inc. Los Angeles 11 California USA 
979 Ratigan Electronics Inc. Los Angeles 11 California USA 
979 Ratigan Electronics Inc. Glendale 4 California USA 
979 Ratigan Electronics Inc. Glendale 4 California USA 
979 Ratigan Electronics Inc. Glendale 4 California USA 
980 Texas Instruments, Inc. Dallas 9 Texas USA 
980 Texas Instruments, Inc. Dallas 9 Texas USA 
980 Texas Instruments, Inc. Dallas 9 Texas USA 
980 Texas Instruments, Inc. Dallas 9 Texas USA 
980 Texas Instruments, Inc. Dallas 9 Texas USA 
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980 Texas Instruments, Inc. 1 Dallas 9 Texas USA 
980 Texas Instruments, Inc. Dallas 21 Texas USA 
980 Texas Instruments, Inc. Dallas 21 Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. Dallas Texas USA 
980 Texas Instruments, Inc. 1987 Dallas Texas USA 
980 Texas Instruments, Inc. 1989 Dallas Texas USA 
981 Vega Electronics Corporation West Los Angeles 25 California USA 
981 Avex Electronics 1994 Fremont California USA 
981 Avex Electronics 1995 Fremont California USA 
981 Avex Electronics 1996 Fremont California USA 
981 Avex Electronics 2001 47650 Westinghouse Dri\ Fremont California USA 
982 Precision Coil Manufacturing Company Santa Monica California USA 
982 Precision Coil Manufacturing Company Santa Monica California USA 
982 Precision Coil Manufacturing Company Santa Monica California USA 
982 Precision Electronic Coil Manufacturing Company Santa Monica California USA 
982 Precision Electronic Coil Manufacturing Company Santa Monica California USA 
982 Precision Electronic Coil Manufacturing Company Santa Monica California USA 
982 Precision Electronic Coil Manufacturing Company Santa Monica California USA 
982 Precision Electronic Coil Manufacturing Company Santa Monica California USA 
982 AT&T Technologies 1989 Radford Virginia USA 
982 AT&T Technologies 1994 Radford Virginia USA 
982 AT&T Technologies 1995 Radford Virginia USA 
982 AT & T Technologies 1996 Radford Virginia USA 
982 Lucent Technologies 1997 Mesquite Texas USA 
982 AT&T Technologies 2001 New River Plant, Caller # Radford Virginia USA 
983 Gonset Company, Inc. Burbank California USA 
983 Gonset Division, L. A. Young Spring & Wire Corp. Burbank California USA 
983 Gonset Division, L. A. Young Spring & Wire Corp. Burbank California USA 
983 Gonset Division, Young Spring & Wire Corp. Burbank California USA 
983 Xciton Corp. Latham New York USA 
983 Xciton Corp. Latham New York USA 
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984 Electro-Winders Co. El Monte California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co.., Inc. Covina California USA 
984 Electro-Winders Co.., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co., Inc. Covina California USA 
984 Electro-Winders Co.., Inc. Covina California USA 
984 Electro-Winders Co., Inc. 1987 Covina California USA 
984 —_—_Electro-Winders Co., Inc. 19890 Covina California USA 
984 Electro-Winders Co., Inc. 1994 Covina California USA 
984 Electro-Winders Co., Inc. 1995 Covina California USA 
984 Electro-Winders Co., Inc. 1996 Covina California USA 
984 Electro-Winders Co., Inc. 2001 854 W. Front Street Covina California USA 
985 Electronic Circuits, Inc. Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Glenview Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
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985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company ELK Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company 1987 Elk Grove Village Illinois USA 
985 Bartlett Manufacturing Company, Inc. 1989 Elk Grove Illinois USA 
985 Bartlett Manufacturing Company, Inc. 1994 Elk Grove Illinois USA 
985 Bartlett Manufacturing Company, Inc. 1995 Elk Grove Illinois USA 
985 Bartlett Manufacturing Company, Inc. 2001 Elk Grove Village Illinois USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Delevan Electronics Corp. East Aurora New York USA 
986 Hilton Industries, Inc. Sarasota Florida USA 
986 Hilton Industries, Inc. 1987 Sarasota Florida USA 
986 Hilton Industries, Inc., Div of Core Industries, Inc. 1989 Sarasota Florida USA 
986 Hilton Industries, Inc., Div of Core Industries, Inc. 1994 Sarasota Florida USA 
986 Hilton Industries, Inc., Div of Core Industries, Inc. 1995 Sarasota Florida USA 
986 Hilton Industries Inc. 1996 Sarasota Florida USA 
986 Hilton Industries, Inc. 2001 1177 Cattlemen Road Sarasota Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Florida-Merit Inc. Hollywood Florida USA 
987 Bippus Magnetics, Inc. 1987 Bippus Indiana USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
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988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Tansitor Electronics, Inc. Bennington Vermont USA 
988 Trans World Components, Inc. Oakbrook Illinois USA 
988 Trans World Components, Inc. Oakbrook Illinois USA 
988 Trans World Components, Inc. Downers Grove Illinois USA 
988 Trans World Components, Inc. 1987 Downers Grove Illinois USA 
988 Trans World Components, Inc. 1989 | Downers Grove Illinois USA 
988 Trans World Components, Inc. 2001 800 Enterprise Drive, Ste Oakbrook Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago 22 Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. Chicago Illinois USA 
989 Marvel Electric Corp. 1987 Chicago Illinois USA 
989 Marvel Electric Corp. 4989 Chicago Illinois USA 
989 Marvel Electric Corp. 1994 Chicago Illinois USA 
989 Marvel Electric Corp. 1995 Chicago Illinois USA 
989 Marvel Electric Corporation 1996 Chicago Illinois USA 
989 Marvel Electric Corporation 1997 Chicago Illinois USA 
989 Marvel Electric Corporation 1998 Chicago Illinois USA 
989 Marvel Electric Corporation 1999 3425 N. Ashland Ave. Chicago Illinois USA 


990 General Transistor Corporation Jamaica 35 New York USA 
990 General Transistor Corporation Richmond Hill 18 New York USA 
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990 General Transistor Corporation Jamaica 35 New York USA 
990 General Transistor Corporation Jamaica 35 New York USA 
990 General Transistor Corporation Jamaica 35 New York USA 
990 Semiconductor Div., General Instrument Corp. Newark 4 New York USA 
990 Semiconductor Div., General Instrument Corp. Newark 4 New York USA 
990 Semiconductor Div., General Instrument Corp. Newark 4 New York USA 
990 Semiconductor Div., General Instrument Corp. Newark New York USA 
990 Semiconductor Div., General Instrument Corp. Newark New York USA 
990 Semiconductor Div., General Instrument Corp. Hicksville New York USA 
990 Semiconductor Div., General Instrument Corp. Hicksville New York USA 
990 Semiconductor Div., General Instrument Corp. Hicksville New York USA 
990 Semiconductor Div., General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. 1987 Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. i 1989 Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. 1994 Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. 1995 Hicksville New York USA 
990 Semiconductor Products Group 1996 Hicksville New York USA 
990 Semiconductor Products Group, Sub. of General Instrument Corp. 2001 Hicksville New York USA 
991 Benson-Lehner Corp. West Los Angeles 64 California USA 
991 Benson-Lehner Corp. Los Angeles 64 California USA 
991 Benson-Lehner Corp. Los Angeles 64 California USA 
991 E & | International, Inc. Goodland Illinois USA 
991 E & | International, Inc. Goodland Illinois USA 
991 E & | International, Inc. 1987 Goodland Illinois USA 
991 E & | International, Inc. 1989 Goodland Illinois USA 
991 E & | International, Inc. 1994 Goodland Illinois USA 
991 E & | International, Inc. 1995 Goodland Illinois USA 
991 E & | International, Inc. 1996 Goodland Indiana USA 
991 E & | International, Inc. 2001 P.O. Box 390 Goodland Illinois USA 
992 Grayhill La Grange Illinois USA 
992 Greyhill La Grange Illinois USA 
992 Grayhill La Grange Illinois USA 
992 Grayhill La Grange Illinois USA 
992 Grayhill La Grange Illinois USA 
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992 Grayhill La Grange Illinois USA 
992 Grayhill La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. La Grange Illinois USA 
992 Grayhill, Inc. 1987 La Grange Illinois USA 
992 Grayhill, Inc. 1989 La Grange Illinois USA 
992 Grayhill, Inc. 1996 La Grange Illinois USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Midwest Speaker Company McGregor lowa USA 
993 Boji Electronics, Inc. McGregor lowa USA 
993 Boji Electronics, Inc. McGregor lowa USA 
993 Boji Electronics, Inc. McGregor lowa USA 
993 Kris, Inc. Cedarburg Wisconsin USA 
993 Kris, Inc. Cedarburg Wisconsin USA 
993 Kris, Inc. 1987 Cedarburg Wisconsin USA 
993 Kris, Inc. 1989 Cedarburg Wisconsin USA 
994 Eberline Instrument Division, Reynolds Electrical and Engineering Co. Santa Fe New Mexico USA 
994 Eberline Instrument Division, Reynolds Electrical and Engineering Co. Santa Fe New Mexico USA 
994 Eberline Instrument Division, Reynolds Electrical and Engineering Co. Santa Fe New Mexico USA 
994 Eberline Instrument Corporation Santa Fe New Mexico USA 
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994 Eberline Instrument Corporation Santa Fe New Mexico USA 
994 Computervision Corp. 1987 Bedford Massachusetts USA 
994 Computervision Corp. : 1989 Bedford Massachusetts USA 
994 Computervision Corp. 1994 Bedford Massachusetts USA 
994 Computervision Corp. 1995 Bedford Massachusetts USA 
994 Computervision Corp. 1996 Bedford Massachusetts USA 
994 Computervision Corp. 2001 2 Crosby Drive Bedford Massachusetts USA 
995 Standard Crystal Company Kansas City 8 Missouri USA 
995 Standard Crystal Company Kansas City 8 Missouri USA 
995 Standard Crystal Company Kansas City 8 Missouri USA 
995 Standard Crystal Company Kansas City 8 Missouri USA 
995 Standard Crystal Company Kansas City 8 Missouri USA 
995 Antenna, Inc. Cleveland Ohio USA 
995 Antenna, Inc. Cleveland Ohio USA 
995 Antenna, Inc. Cleveland Ohio USA 
995 Antenna, Inc. 1987 Cleveland Ohio USA 
995 Antenna, Inc. 1989 Cleveland Ohio USA 
996 Grand Ra-Tronics, Inc., Lab. of Grand Transformers, Inc. Grand Haven Michigan USA 
996 Grand Ra-Tronics, Inc., Subdivision of Grand Transformers, Inc. Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Grand Coil Winders Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers Grand Haven Michigan USA 
996 Heyboer Transformers, Inc. Grand Haven Michigan USA 
996 Heyboer Transformers, Inc. Grand Haven Michigan USA 
996 Heyboer Transformers, Inc. Grand Haven Michigan USA 
996 Heyboer Transformers, Inc. 1987 Grand Haven Michigan USA 
996 Heyboer Transformers, Inc. 1989 Grand Haven Michigan USA 


996 Heyboer Transformers, Inc. 1994 Grand Haven Michigan USA 
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996 Heyboer Transformers, Inc. 1995 Grand Haven Michigan USA 
996 Heyboer Transformers 1996 Grand Haven Michigan USA 
996 Heyboer Transformers 1997 Grand Haven Michigan USA 
996 Heyboer Transformers 1998 Grand Haven Michigan USA 
996 Heyboer Transformers 1999 17382 Hayes Road Grand Haven Michigan USA 
996 Heyboer Transformers 2001 Grand Haven Michigan USA 
997 United States Dynamics Corp. Boston 20 Massachusetts USA 
997 United States Dynamics Corp. Boston 20 Massachusetts USA 
997 United States Dynamics Corp. Boston 20 Massachusetts USA 
997 United States Dynamics Corp. Boston 20 Massachusetts USA 
997 Contract Manufacturing Alternatives 1994 Port au Prince Haiti 
997 Contract Manufacturing Alternatives 1995 Port au Prince Haiti 
997 Contract Mfg. Alternatives 1996 Miami Florida USA 
998 TDC Div., of Chu Associates, Inc. | Littleton Massachusetts USA 
998 TDC Div., of Chu Associates, Inc. Littleton Massachusetts USA 
998 TDC Div., of Chu Associates, Inc. Littleton Massachusetts USA 
998 TDC Div., of Chu Associates, Inc. Littleton Massachusetts USA 
998 TDC Div., of Chu Associates, Inc. Littleton Massachusetts USA 
998 TDC Div., of Chu Associates, Inc. Littleton Massachusetts USA 
998 TDC, Inc. Littleton Massachusetts USA 
998 TDC, Inc. Littleton Massachusetts USA 
998 TDC Div./Frequency Technology, Inc. Littleton Massachusetts USA 
998 TDC Div./Frequency Technology, Inc. Littleton Massachusetts USA 
998 ISOREG Corp. 1989 Littleton Massachusetts USA 
998 ISOREG Corp. 1994 Littleton Massachusetts USA 
998 ISOREG Corp. 1995 Littleton Massachusetts USA 
998 ISOREG 2001 410 Great Road POB 486 Littleton Massachusetts USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
999 National Tel-Tronics Corp. Yonkers New York USA 
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999 National Tel-Tronics Corp. Yonkers New York USA 
1000 Switchcraft, Inc. Chicago 22 Illinois USA 
1000 Switchcraft, Inc. Chicago 22 Illinois USA 
1000 Switchcraft, Inc. Chicago 30 Illinois USA 
1000 Switchcraft, Inc. Chicago 30 Illinois USA 
1000 Switchcraft, Inc. Chicago 30 Illinois USA 
1000 Switchcraft, Inc. Chicago 30 Illinois USA 
1000 Switchcraft, Inc. Chicago 30 Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. Chicago Illinois USA 
1000 Switchcraft, Inc. 1987 Chicago Illinois USA 
1000 Switchcraft, Inc. 19890 Chicago Illinois USA 
1000 Switchcraft, Inc. 1994 Chicago Illinois USA 
1000 Switchcraft, Inc. 1995 Chicago Illinois USA 
1000 Switchcraft, Inc. 1996 Chicago Illinois USA 
1000 Switchcraft, Inc. 2001 1328-30 N, Halstead Stre Chicago Illinois USA 
1001 Comar Electric Co. Chicago 18 Illinois USA 
1001 Molon Motor & Coil Corp Rolling Meadows Illinois USA 
1001 Molon Motor & Coil Corp. Rolling Meadows Illinois USA 
1001 Molon Motor & Coil Corp. Rolling Meadows Illinois USA 
1001 Molon Motor & Coil Corp. 1987 Rolling Meadows Illinois USA 
1001 — Molon Motor & Coil Corp. 1989 Rolling Meadows Illinois USA 
1001 Moton Motor & Coil Corp. 2001 3737 Industrial Ave. Rolling Meadows Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
1002 The Amplifone Corporation Chicago 40 Illinois USA 
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1002 The Amplifone Corporation Chicago Illinois USA 
1002 The Amplifone Corporation Chicago Illinois USA 
1002 NEC Electron, Inc. Santa Clara California USA 
1002 NEC Electron, Inc. Santa Clara California USA 
1002 NEC Electronics, Inc. 1987 Mt. View California USA 
1002 NEC Electronics, Inc. ; 1989 Mt. View California USA 
1002 NEC Electronics, Inc. 1994 Mt. View California USA 
1002 NEC Electronics, Inc. 1995 Mt. View California USA 
1002 NEC Electronics, Inc. 1996 Mt. View California USA 
1002 NEC Electronics, Inc. 2001 401 Ellis Street Mountain View California USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1003 Fugle-Miller Laboratories Clark New Jersey USA 
1004 J. E. T. Electronics Co. Glendale 4 California USA 
1004 Jet Electronics Corporation Glendale 4 California USA 
1004 Jet Electronics Corporation Glendale 4 California USA 
1004 Jet Electronics Corporation Azusa California USA 
1004 Jet Electronics Corporation Azusa California USA 
1004 Jet Electronics Corporation Azusa California USA 
1004 Time Electronics, Div. of Avnet 1987 Sunnyvale California USA 
1004 Time Electronics, Div. of Avnet j 1989 Sunnyvale California USA 
1004 Time Electronics, Div. of Avnet 1995 Sunnyvale California USA 
1004 Time Electronics, Div. of Avnet 1996 Sunnyvale California USA 
1004 Time Electronics 2001 1339 Moffett Park Drive Sunnyvale California USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago 14 Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago Illinois USA 
1005 Quality Transformer & Coil Co., Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
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1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformers, Inc. Chicago Illinois USA 
1005 Quality Transformer, Inc. 1987 Chicago Illinois USA 
1005 —_ Northlake Engineering, Inc. 4989 Antioch Illinois USA 
1005 Northlake Engineering, Inc. 1994 Bristol Wisconsin USA 
1005 Northlake Engineering, Inc. 1995 Bristol Wisconsin USA 
1005 Northlake Engineering Inc. 1996 Antioch Illinois USA 
1005 Northlake Engineering 2001 999 Anita Ave. Antioch Illinois USA 
1006 Fischer Electric Co., Inc. Chicago 14 Illinois USA 
1006 Fischer Electric Co., Inc. De Leon Springs Florida USA 
1006 Fischer Electric Co., Inc. De Leon Springs Florida USA 
1006 Fischer Electric Co., Inc. De Leon Springs Florida USA 
1006 Fischer Electric Co.. Inc. De Leon Springs Florida USA 
1006 Florida Transformer Corp. De Leon Springs Florida USA 
1006 Florida Transformer Div., York Research Corp. De Leon Springs Florida USA 
1006 Florida Transformer Div., York Research Corp. De Leon Springs Florida USA 
1006 Florida Transformer Div., York Research Corp. De Leon Springs Florida USA 
1006 Florida Transformer Div., York Research Corp. De Leon Springs Florida USA 
1006 Florida-Hindle Transformer Co. De Leon Springs Florida USA 
1006 Florida-Hindle Transformer Co. De Leon Springs Florida USA 
1006 Florida Transformer Company De Leon Springs Florida USA 
1006 Florida Transformer Company De Leon Springs Florida USA 
1006 Florida Transformer Company Laredo Texas USA 
1006 Florida Transformer Company Laredo Texas USA 
1007 Hycon Electronics, Inc. Pasadena California USA 
1007 Hycon Electronics, Inc. Pasadena California USA 
1007 Hycon Manufacturing Co. Pasadena California USA 
1007 Hycon Manufacturing Co. Pasadena California USA 
1007 Hycon Manufacturing Co. Pasadena California USA 
1007 Hycon Manufacturing Co. Monrovia California USA 
1008 Robertshaw-Fulton Controls Co., Aeronautical Division Anaheim California USA 
1008 Robertshaw-Fulton Controls Co., Aeronautical Division Anaheim California USA 
1008 JVC America, Inc. Maspeth New York USA 
1008 US JVC Corp. Maspeth New York USA 
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1008 US JVC Corp. [1981S Maspeth New York USA 
1008 US JVC Corp. 1987 Elmwood Park New Jersey USA 
1008 US JVC Corp. 1989 Elmwood Park New Jersey USA 
1008 US JVC Corp. 1994 Elmwood Park New Jersey USA 
1008 US JVC Corp. 1995 Elmwood Park New Jersey USA 
1008 JVC America, Inc. 1996 Elmwood Park New Jersey USA 
1008 US JVC Corporation 1997 Elmwood Park New Jersey USA 
1008 JVC Victor Company of Japan, Ltd. 1998 Kanagawa Japan 
1009 Weber Aircraft Corp. Burbank California USA 
1010 Milwaukee Transformer Company Milwaukee 9 Wisconsin USA 
1010 Milwaukee Transformer Company Milwaukee 9 Wisconsin USA 
1010 Toroid Transformer, Inc. Chicago Illinois USA 
1010 Toroid Transformer, Inc. Chicago Illinois USA 
1010 Toroid Transformer, Inc. Chicago Illinois USA 
1010 Toroid Transformer, Inc. 1987 Chicago Illinois USA 
1010 —_—_‘Toroid Transformer, Inc. 1989 Chicago Illinois USA 
1010 Toroid Transformer, Inc. 1994 Chicago Illinois USA 
1010 Toroid Transformer, Inc. 1995 Chicago Illinois USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Cleveland 3 Ohio USA 
1011 Park Products Company Geneva Ohio USA 
1011 Park Products Company Geneva Ohio USA 
1011 Park Products Company Geneva Ohio USA 
1012 Red Bank Division, Bendix Aviation Corp. Long Branch New Jersey USA 
1012 Red Bank Division, Bendix Aviation Corp. Long Branch New Jersey USA 
1012 Red Bank Division, Bendix Aviation Corp. Long Branch New Jersey USA 
1012 Red Bank Division, Bendix Aviation Corp. Long Branch New Jersey USA 
1012 Red Bank Division, Bendix Corp. Long Branch New Jersey USA 
1012 Red Bank Division, Bendix Corp. Long Branch New Jersey USA 
1012 Semiconductor Division, Bendix Corp. Holmdel New Jersey USA 
1012 Semiconductor Division, Bendix Corp. Holmdel New Jersey USA 
1012 Semiconductor Division, Bendix Corp. Holmdel New Jersey USA 
1012 International Importers, Inc. Chicago Illinois USA 
1012 International Imports, Inc. 1987 Chicago Illinois USA 


1012 International Imports, Inc. 1989 Chicago Illinois USA 
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1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1013 lon Capacitor Corp. Columbia City Indiana USA 
1014 Burnell & Co., Inc. Yonkers New York USA 
1014 Burnell & Co., Inc. Pelham Manor New York USA 
1014 Burnell & Co., Inc. Pelham Manor New York USA 
1014 Dek, Inc. St. Charles Illinois USA 
1014 Dek, Inc. St. Charles Illinois USA 
1014 Dek, Inc. 1987 St. Charles Illinois USA 
1014 Dek, Inc. 1989 St. Charles Illinois USA 
1015 Electralab Inc. Needham Heights 94 Massachusetts USA 
1015 C & M Corporation 1994 Wauregan Connecticut USA 
1015 C & M Corporation 1995 Wauregan Connecticut USA 
1015 C &M Corp. 1996 Wauregan Connecticut USA 
1015 C &M Corporation 1997 Wauregan Connecticut USA 
1015 C &M Corporation 2001 51 South Walnut Street Wauregan Connecticut USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
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1016 Kemtron Electron Products, Inc. 9 Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1016 Kemtron Electron Products, Inc. Newburyport Massachusetts USA 
1017 Campbell Industries, Inc. Chattanooga 9 Tennessee USA 
1017 Campbell Industries, Inc. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1017 Campbell Industries, Inc., Sub., Clarostat Mfg. Co. Dover New Hampshire USA 
1018 Bradford Circuits Evanston Illinois USA 
1018 Southwest Vacuum Devices Tucson Arizona USA 
1018 Southwest Vacuum Devices Tucson Arizona USA 
1018 Southwest Vacuum Devices Tucson Arizona USA 
1018 Southwest Vacuum Devices 1987 Tucson Arizona USA 
1018 Southwest Vacuum Devices 1989 Tucson Arizona USA 
1019 Communication Accessories Company Hickman Mills Missouri USA 
1019 Communication Accessories Company Lee’s Summit Missouri USA 
1019 Communication Accessories Company, Sub., Collins Radio Co. Lee's Summit Missouri USA 
1019 Communication Accessories Company, Sub., Collins Radio Co. Lee's Summit Missouri USA 
1019 Communication Accessories Company, Sub., Collins Radio Co. Lee’s Summit Missouri USA 
1019 Communication Accessories Company, Sub., Collins Radio Co. Lee’s Summit Missouri USA 
1019 Components Division of Information Science Center, Collins Radio Co. Newport Beach California USA 
1019 R-Ohm Corp. Irvine California USA 
1019 R-Ohm Corp. Irvine California USA 
1019 R-Ohm Corp. Irvine California USA 
1019 ROHM Corp. 1987 Irvine California USA 
1019 ROHM Corp. 1989 Irvine California USA 
1019 ROHM Corp., ROHM Electronics Div. 1994 Antioch Tennessee USA 
1019 ROHM Corp., ROHM Electronics Div. 1995 Antioch Tennessee USA 
1019 ROHM Corporation 1996 Irvine California USA 
1019 ROHM Electronics 1997 Nashville Tennessee USA 
1019 Rohm Electronics 1998 Nashville Tennessee USA 
1019 ROHM Corp. 2001 3034 Owen Drive,Jackso Antioch Tennessee USA 
1020 Hancock Electronics Corp. 1957 Redwood City California USA 
1020 Bel Fuse, Ltd. 1994 Guang Dong China 
1020 Bel Fuse, Ltd. 1995 Guang Dong China 


1020 Bel Fuse, Ltd. 1996 Guang Dong China 
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1020 Bel Fuse, Ltd. 1997 Zhong Shan China 
1020 Bel Fuse China 1 1999 Duong Quang Road, Don Zhong Shan China 
1020 Bel Fuse, Ltd. 2001 Tong Kong Road, Dong S$ Zhongshan City Guang Dong China 
1021 Micropulse Engineering Burbank California USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York 12 New York USA 
1022 International Electronics Corp. New York New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville, L. I. New York USA 
1022 International Electronics Corp. Melville New York USA 
1022 International Electronics Corp. Melville New York USA 
1022 International Electronics Corp. Melville New York USA 
1022 International Electronics Corp. Melville New York USA 
1022 International Electronics Corp. Melville New York USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
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1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1023 International Electronic Research Corp. Burbank California USA 
1024 Leach Corporation Los Angeles 39 California USA 
1024 Leach Corporation Compton California USA 
1024 Leach Corporation Compton California USA 
1024 Leach Corporation Compton California USA 
1024 Leach Corporation Compton California USA 
1024 Leach Corporation Compton California USA 
1024 Leach Corporation Compton California USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Union New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. 1987 Lakewood New Jersey USA 
1025 Torwico Electronics, Inc. | 1989 Lakewood New Jersey USA 
1025 Torwico Electronics L.P. 1994 Lakewood New Jersey USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis 22 Missouri USA 
1026 Soundolier, Inc. St. Louis Missouri USA 
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1026 Soundolier, Inc. St. Louis Missouri USA 
1026 Soundolier, Inc. St. Louis Missouri USA 
1026 Soundolier, Inc. St. Louis Missouri USA 
1026 Soundolier, Inc. St. Louis Missouri USA 
1027 Presto Recording Company, Paramus New Jersey USA 
1027 Presto Recording Company Paramus New Jersey USA 
1027 Presto Recording Company, Div. The Siegler Corp. Paramus New Jersey USA 
1028 Gray & Kuhn, Inc. Roslyn Heights New York USA 
1028 Gray & Kuhn, Inc. Roslyn Heights New York USA 
1028 Gray & Kuhn, Inc. Roslyn Heights New York USA 
1028 Gray & Kuhn, Inc. Roslyn Heights New York USA 
1028 Gray & Kuhn, Inc. Westbury, L. I. New York USA 
1028 Gray & Kuhn, Inc. Westbury, L. I. New York USA 
1028 Gray & Kuhn, Inc., Div. of Burnell & Co., Inc. Pelham New York USA 
1028 G-K Electronics, Inc., Sub. of Burnell & Co., Inc. Pelham Manor New York USA 
1029 Keiser's Industries, Inc. Mt. Holly Springs Pennsylvania USA 
1030 NYT Electronics, Inc. Burbank California USA 
1030 NYT Electronics, Inc. Burbank California USA 
1030 NYT Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 ACDC Electronics, Inc. Burbank California USA 
1030 Plessey Capacitors, Inc. Westlake Village California USA 
1030 Plessey Capacitors, Inc. Westlake Village California USA 
1030 Plessey Capacitors, Inc. Westlake Village California USA 
1030 Cypress Electronics 1987 Santa Clara California USA 
1030 Cypress Electronics, sub. of Bradjas Corp. 1989 Santa Clara California USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
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1031 A.L.A. Industries, Inc. | Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. Harrison New York USA 
1031 A.L.A. Industries, Inc. 1987 Harrison New York USA 
1032 Electric Coil Co. - According to official ECIA documents Unknown 4911 South Marshfield Av Chicago Illinois USA 
1033 Electro Engineering Works San Leandro California USA 
1033 Electro Engineering Works San Leandro California USA 
1033 Electro Engineering Works San Leandro California USA 
1033 Electro Engineering Works ac San Leandro California USA 
1034 Raemick Electronics Corp. - According to official ECIA documents Unknown 1528 W. Adams Street Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago 47 Illinois USA 
1035 Associated Transformer Corp. Chicago 47 Illinois USA 
1035 Associated Transformer Corp. Chicago 47 Illinois USA 
1035 Associated Transformer Corp. Chicago 47 Illinois USA 
1035 Associated Transformer Corp. Chicago 47 Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Chicago Illinois USA 
1035 Associated Transformer Corp. Elmwood Park Illinois USA 
1035 Associated Transformer Corp. Elmwood Park Illinois USA 
1035 Associated Transformer Elmwood Park Illinois USA 
1035 Associated Transformer Elmwood Park Illinois USA 
1035 Associated Transformer Elmwood Pk Illinois USA 
1035 Associated Transformer Elmwood Pk. Illinois USA 
1035 Associated Transformer 1987 Elmwood Park Illinois USA 
1035 Associated Transformer 1989 Elmwood Park Illinois USA 
1035 Associated Transformer Corp. 1994 Elmwood Park Illinois USA 
1035 Associated Transformer Corp. 1995 Elmwood Park Illinois USA 
1035 Associated Transformer Corp., 1996 Elmwood Park Illinois USA 
1035 Associated Transformer Corporation 1997 Elmwood Park Illinois USA 


1035 Associated Transformer Corporation 1998 Elmwood Park Illinois USA 
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1035 Associated Transformer Corporation (a Kyocera Group Company) 1999 7818 West Grand Avenue Elmwood Park Illinois USA 
1035 Associated Transformer Corp. 2001 Elmwood Park Illinois USA 
1036 Utrad Corp. Huntington Indiana USA 
1036 Utrad Corp. Huntington Indiana USA 
1036 Utrad Corp. Huntington Indiana USA 
1036 Utrad Corp., Sub. Litton Industries Huntington Indiana USA 
1036 Utrad Corp., Sub. Litton Industries Huntington Indiana USA 
1036 Utrad Corp., Sub. Litton Industries Huntington Indiana USA 
1036 Utrad Corp., Sub. Litton Industries Huntington Indiana USA 
1036 Utrad Corp., Sub. Litton Industries Huntington Indiana USA 
1037 Douglas Radioelectrica S.A. 1994 Sao Paulo Brazil 
1037 Douglas Radioelectrica S.A. 1995 Sao Paulo Brazil 
1037 Douglas Radioelectrica S/A 1996 Sao Paulo Brazil 
1037 Douglas Radioelectrica S/A 2001 Rua Teixeira De Melo 35 Sao Paulo Brazil 
1038 Holiday Transformer Corporation Chicago 14 Illinois USA 
1038 Holiday Transformer Corporation Chicago 14 Illinois USA 
1038 Holiday Transformer Corporation Chicago 14 Illinois USA 
1038 CapTran Corporation Chicago 22 Illinois USA 
1038 CapTran Corporation Chicago 22 Illinois USA 
1038 Winslow Industries, Inc. Winslow Illinois USA 
1038 Winslow Industries, Inc. 1987 Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 1989 Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 1994 Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 1995 Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 1996 Monroe Wisconsin USA 
1038 Winslow Ind., Inc. 1997 Monroe Wisconsin USA 
1038 Winslow Ind., Inc. 1998 Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 1999 1005 30th St. PO Box 35! Monroe Wisconsin USA 
1038 Winslow Industries, Inc. 2001 Monroe Wisconsin USA 
1039 Cal-Ros Industries, Inc. Chicago 22 Illinois USA 
1039 Cal-Ros Industries, Inc. Chicago 22 Illinois USA 
1039 Cal-Ros Industries, Inc. Chicago 22 Illinois USA 
1039 Litton Microwave Cooking Products Minneapolis Minnesota USA 
1039 Litton Microwave Cooking Products Minneapolis Minnesota USA 
1039 Litton Microwave Cooking Products 1987 Minneapolis Minnesota USA 
1039 Litton Microwave Cooking Products 1989 Memphis Tennessee USA 
1040 Ferranti Electric, Inc. Brooklyn 1 New York USA 
1040 Ferranti Electric, Inc. Brooklyn 1 New York USA 
1040 Ferranti Electric, Inc. New York 20 New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
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1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. I. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferrandi Electric, Inc. Plainview New York USA 
1040 Ferranti Electric, Inc. Plainview New York USA 
1040 Ferranti Electric, Inc. Plainview, L. |. New York USA 
1040 Ferranti Electric, Inc. 1987 Plainview New York USA 
1040 —_—Ferranti Electric, Inc. 1989 Plainview, L. |. New York USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corp. Schiller Park Illinois USA 
1041 Mayfair Molded Products Corp. Schiller Pk Illinois USA 
1041 Mayfair Molded Products Corporation Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation 1987 Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation 4989 Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation 1994 Schiller Park Illinois USA 
1041 Mayfair Molded Products Corporation 1995 Schiller Park Illinois USA 
1041 Mayfair Molded Products Corp. 1996 Schiller Park Illinois USA 


1041 Mayfair Molded Products Corporation 2001 Schiller Park Illinois USA 
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1042 Rheem Electronics Division Rivera California USA 
1042 Rheem Manufacturing Co., Defense & Technical Products Div. Downey California USA 
1043 Advance Industries, Inc. Cambridge 39 Massachusetts USA 
1043 Teccor Electronics, Inc. Euless Texas USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradford Components, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1044 Bradohm, Inc. Salamanca New York USA 
1045 Gremar Manufacturing Co., Inc. Wakefield Massachusetts USA 
1045 Gremar Manufacturing Co., Inc. Wakefield Massachusetts USA 
1045 Gremar Manufacturing Co., Inc. Wakefield Massachusetts USA 
1045 Gremar Manufacturing Co., Inc. Wakefield Massachusetts USA 
1045 Gremar Manufacturing Co., Inc. Wakefield Massachusetts USA 
1046 Dunleavey Electronics Corporation Stoughton Massachusetts USA 
1046 Dunleavey Electronics Corporation Stoughton Massachusetts USA 
1047 Power Conversions Corp. Chicago 12 Illinois USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside 77 New York USA 
1048 Columbia Technical Corporation Woodside New York USA 
1048 Columbia Technical Corporation Woodside New York USA 
1049 Wireco Electronics, Inc. El Monte California USA 
1049 Wirco Electronics, Inc. El Monte California USA 
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1049 Wirco Electronics, Inc. El Monte California USA 
1049 Wirco Electronics, Inc. El Monte California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1050 Pomona Electronics Co., Inc. Pomona California USA 
1051 Audio Devices, Inc., Rectifier Division Santa Ana California USA 
1051 Audio Devices, Inc., Rectifier Division Santa Ana California USA 
1051 Audio Devices, Inc., Rectifier Division Santa Ana California USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1051 Audio Devices, Inc. New York New York USA 
1052 Transformer Manufacturers, Inc. Chicago 30 Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago 30 Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago 30 Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago 30 Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago 30 Illinois USA 
1052 Transformer Manufacturers, Inc. Norridge 31 Illinois USA 
1052 Transformer Manufacturers, Inc. Norridge Illinois USA 
1052 Transformer Manufacturers, Inc. Norridge Illinois USA 
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1052 Transformer Manufacturers, Inc. 5 Norridge Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. 1987 Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. 1989 Chicago Illinois USA 
1052 Transformer Manufacturers Co. 1994 Norridge Illinois USA 
1052 Transformer Manufacturers Co. 1995 Norridge Illinois USA 
1052 Transformer Manufacturers, Inc. 1996 Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. 1997 Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. 1998 Chicago Illinois USA 
1052 Transformer Manufacturers, Inc. 1999 7051 West Wilson Ave. Chicago Illinois USA 
1052 Transformer Manufacturers 2001 7051 Wilson Ave. Chicago Illinois USA 
1053 Industro Transistor Corporation Long Island City 6 New York USA 
1053 Industro Transistor Corporation Long Island City 6 New York USA 
1053 Industro Transistor Corporation Long Island City 6 New York USA 
1053 Industro Transistor Corporation Long Island City 6 New York USA 
1053 Industro Transistor Corporation Long Island City 6 New York USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1054 Kentron Hawaii Ltd. Honolulu 14 Hawaii USA 
1055 Rogers Corporation Rogers Connecticut USA 
1055 Rogers Corporation Rogers Connecticut USA 
1055 Advance Capacitor, Inc. 1994 Sarasota Florida USA 
1055 Advance Capacitor, Inc. 1995 Sarasota Florida USA 
1055 Advance Capacitor, Inc. 1996 Sarasota Florida USA 
1055 Advance Capacitor, Inc. 1997 Sarasota Florida USA 
1055 Advance Capacitor 2001 6055 Porter Way Sarasota Florida USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
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1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Mfg. Co. Grayslake Illinois USA 
1056 Gefco Manufacturing Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 Gefco Mfg. Corp. Grayslake Illinois USA 
1056 Gefco Mfg. Corp. Graysiake Illinois USA 
1056 GEFCO Mfg. Corp. Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. 1987 Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. 1989 Grayslake Ilinois USA 
1056 GEFCO Mfg. Corp. 1994 Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. 1995 Grayslake Illinois USA 
1056 Gefco Mfg. Co. 1996 Grayslake Illinois USA 
1056 Gefco Manufacturing Company 1997 Grayslake Illinois USA 
1056 GEFCO Manufacturing Company 1998 Grayslake Illinois USA 
1056 Gefco Manufacturing Company 1999 101 Pine Street Grayslake Illinois USA 
1056 GEFCO Mfg. Corp. 2001 132 Allen Street Grayslake Illinois USA 
1057 Gahagan, Inc. Esmond 17 Rhode Island USA 
1057 Gahagan, Inc. Esmond 17 Rhode Island USA 
1057 Gahagan, Inc. Esmond 17 Rhode Island USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1058 Entron Incorporated Bladensburg Maryland USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Corporation Ellenville New York USA 
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1059 Channel Master Corporation Ellenville New York USA 
1059 Channel Master Div. of Avnet, Inc. Ellenville New York USA 
1059 Channel Master Div. of Avnet, Inc. Ellenville New York USA 
1059 Channel Master Div. of Avnet, Inc. Ellenville New York USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. Highland Pk Illinois USA 
1060 Schwalm Electronics, Inc. Highland Pk. Illinois USA 
1060 Schwalm Electronics, Inc. 1987 Highland Pk Illinois USA 
1060 Schwalm Electronics, Inc. 1989 Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. 1994 Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. 1995 Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. 1996 Highland Park Illinois USA 
1060 Schwalm Electronics, Inc. 2001 140 Belle Ave. Highland Park Illinois USA 
1061 Sun Capacitors Chicago 25 Illinois USA 
1061 Sun Capacitors Chicago 25 Illinois USA 
1061 Sun Capacitors Chicago 25 Illinois USA 
1061 Sun Capacitors Chicago 25 Illinois USA 
1061 Sun Capacitors Chicago 25 Illinois USA 
1061 Sun Capacitors Chicago Illinois USA 
1061 Sun Capacitors Chicago Illinois USA 
1062 Advanced Research Associates, Inc. Kensington Maryland USA 
1062 Advanced Research Associates, Inc. Kensington Maryland USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
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1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1063 Philco-Ford Corporation, Accessory Division Philadelphia Pennsylvania USA 
1064 Chemtronic Corporation Nashville 4 Tennessee USA 
1064 Chemtronic Corporation Nashville 4 Tennessee USA 
1064 Chemtronic Corporation Nashville 4 Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Nashville Electronics, Inc. Nashville Tennessee USA 
1064 Whale Electronics, Inc. Nashville Tennessee USA 
1064 Whale Electronics, Inc. Nashville Tennessee USA 
1064 Whale Electronics, Inc. Nashville Tennessee USA 
1064 Electronic Components, Inc. Metuchen New Jersey USA 
1065 Temco Aircraft Corporation Dallas 22 Texas USA 
1065 Temco Aircraft Corporation Dallas 22 Texas USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 


1066 South Haven Coil, Inc. South Haven Michigan USA 
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1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. South Haven Michigan USA 
1066 South Haven Coil, Inc. 1987 South Haven Michigan USA 
1066 South Haven Coil, Inc. | 1989 South Haven Michigan USA 
1066 South Haven Coil, Inc. 1994 South Haven Michigan USA 
1066 South Haven Coil, Inc. 1995 South Haven Michigan USA 
1066 South Haven Coil, Inc. 1996 South Haven Michigan USA 
1066 South Haven Coil, Inc. 1997 South Haven Michigan USA 
1066 South Haven Coil, Inc. 1998 South Haven Michigan USA 
1066 South Haven Coil Incorporated 1999 05585 Blue Star Hwy/PO South Haven Michigan USA 
1066 South Haven Coil, Inc. 2001 264-66 Broadway South Haven Michigan USA 
1067 Wesco Electrical and Manufacturing Company Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1067 Wesco Electrical Co., Inc. Greenfield Massachusetts USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries. Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries. Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1068 Callins Industries, Inc. Greenfield Tennessee USA 
1069 ESC Corporation Palisades Park New Jersey USA 
1069 ESC Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 


1069 ESC Electronics Corporation Palisades Park New Jersey USA 
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1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Palisades Park New Jersey USA 
1069 ESC Electronics Corporation Palisades Park New Jersey USA 
1069 ESC Electronics Corporation 1987 | Palisades Park New Jersey USA 
1069 ESC Electronics Corporation 1989 Palisades Park New Jersey USA 
1069 ESC Electronics Corporation 1994 Palisades Park New Jersey USA 
1070 Paul Smith, Inc. Cincinnati 9 Ohio USA 
1070 Paul Smith, Inc. Cincinnati 9 Ohio USA 
1070 Paul Smith, Inc. Cincinnati 9 Ohio USA 
1070 Paul Smith, Inc. Cincinnati 9 Ohio USA 
1070 Paul Smith, Inc. Cincinnati 9 Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith. Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith, Inc. Cincinnati Ohio USA 
1070 Paul Smith Co., Div. Standard International Corp. Cincinnati Ohio USA 
1070 Paul Smith Co., Div. Standex International Cincinnati Ohio USA 
1070 Paul Smith Co., Div. of Standex International Cincinnati Ohio USA 
1070 Paul Smith Co., Div. of Standex International Cincinnati Ohio USA 
1070 Paul H. Smith Co., Div. of Standex International 7 1987 Cincinnati Ohio USA 
1070 Paul H. Smith Co., Div. of Standex International 1989 Cincinnati Ohio USA 
1070 Paul H. Smith Co., Div. of Standex International 1994 Cincinnati Ohio USA 
1070 Paul H. Smith Co., Div. of Standex International 1995 Cincinnati Ohio USA 
1070 Paul H. Smith Co., Div. of Standex International 1996 Cincinnati Ohio USA 
1070 Paul Smith Div., Standex Electronics 2001 4538 Camberwell Rd. Cincinnati Ohio USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
1071 Caddell-Burns Mfg. Co. Inc. Mineola New York USA 
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1071 Microwave Power Devices Hauppauge New York USA 
1071 Microwave Power Devices Hauppauge New York USA 
1071 Microwave Power Devices 1987 Hauppauge New York USA 
1071 Microwave Power Devices | 1989 Hauppauge New York USA 
1071 Microwave Power Devices 1994 Hauppauge New York USA 
1071 Microwave Power Devices 1995 Hauppauge New York USA 
1071 Microwave Power Devices 1996 Plainview New York USA 
1071 Microwave Power Devices 2001 Adams Court Plainsview New York USA 
1072 Hermetic Seal Transformer Co., Div. of S.I.E. Garland Texas USA 
1072 Hermetic Seal Transformer Co., Div. of S.I.E. Garland Texas USA 
1072 Dresser Electronics, HST Div. Garland Texas USA 
1072 Dresser Electronics, HST Div. Garland Texas USA 
1072 Dresser Electronics, HST Div. Garland Texas USA 
1072 Altran Corporation 1987 Wonder Lake Illinois USA 
1072 Altran Corporation 1989 Crystal Lake Illinois USA 
1072 Altran Corporation 1994 Crystal Lake Illinois USA 
1072 Altran Corporation 1995 Crystal Lake Illinois USA 
1072 Altran Corporation 1996 Crystal City Illinois USA 
1072 Altran Corporation 1997 Crystal Lake Illinois USA 
1072 Altran Corporation 1998 Crystal Lake Illinois USA 
1072 Altran Corporation 1999 140 W. Terra Cotta Avent Crystal Lake Illinois USA 
1072 Altran Corporation 2001 150 Virginia Road Crystal Lake Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Chicago 39 Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Chicago 39 Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Chicago 39 Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric & Mfg. Co., Inc. Maywood Illinois USA 
1073 Underwood Electric, Div. Standex International Cincinnati Ohio USA 
1073 Underwood Electric, Div. of Standex International Cincinnati Ohio USA 
1073 Underwood Electric, Div. of Standex International Cincinnati Ohio USA 





1073 Underwood Electric, Div. of Standex International 1987 Cincinnati Ohio USA 
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1073 Underwood Electric, Div. of Standex International 1989 Cincinnati Ohio USA 
1074 Wells Electronics Company South Bend 23 Indiana USA 
1074 Wells Electronics Company South Bend 23 Indiana USA 
1074 Wells Manufacturing Company South Bend 23 Indiana USA 
1074 Wells Manufacturing Company South Bend 23 Indiana USA 
1074 Wells Manufacturing Company South Bend 23 Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Wells Electronics, Inc. South Bend Indiana USA 
1074 Weecoil, Inc. South Bend Indiana USA 
1074 Syscon International, Inc. South Bend Indiana USA 
1074 Syscon International, Inc. So Bend Indiana USA 
1075 Metals & Controls Corporation Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metals & Controls Div. Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metals & Controls Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Materials Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metallurgical Materials Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metallurgical Materials Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metallurgical Materials Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Metallurgical Materials Div., Texas Instruments, Inc. Attleboro Massachusetts USA 
1075 Odili Technologies, Inc. 1994 Ridgefield Connecticut USA 
1075 Odili Technologies. Inc. 1995 Ridgefield Connecticut USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
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1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1076 Horton and Hubbard Manufacturing Co. Nashua New Hampshire USA 
1077 Standard Electromagnetics Inc. Frederick Maryland USA 
1077 Standard Electromagnetics Inc. Frederick Maryland USA 
1077 Cornell-Dubilier Corp. Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics, New Bedford Plant Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier.Electronics 1987 Fuquay Springs North Carolina USA 
1077 Cornell-Dubilier Electronics 1989 Fuquay Springs North Carolina USA 
1078 Lumen, Inc. Joliet Illinois USA 
1078 Lumen, Inc. Joliet Illinois USA 
1078 Lumen, Inc. Joliet Illinois USA 
1078 Lumen. Inc. Joliet Illinois USA 
1078 Lumen Electronics, Div. of Esterline Angus Instrument Co. 1167 Joliet Illinois USA 
1078 Lumen Electronics, Div. of Esterline Angus Instrument Co. Joliet Illinois USA 
1079 Nortronics, A Div. of Northrop Aircraft, Inc. Hawthorne California USA 
1079 Nortronics, A Div. of Northrop Aircraft, Inc. Hawthorne California USA 
1079 Nortronics, A Div. of Northrop Corp. Hawthorne California USA 
1079 Nortronics, A Div. of Northrop Corp. Palos Verdes Estates California USA 
1079 Nortronics, A Div. of Northrop Corp. Palos Verdes Estates California USA 
1079 Nortronics, A Div. of Northrop Corp. Palos Verdes Estates California USA 
1079 Nortronics, A Div. of Northrop Corp. Palos Verdes Estates California USA 
1079 Nortronics, A Div. of Northrop Corporation Palos Verdes Estates California USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
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1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1080 SNC Manufacturing Co., Inc. Oshkosh Wisconsin USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Corporation, Electronics Div. Hicksville Ohio USA 
1081 Syncro Capacitor Corporation Hicksville Ohio USA 
1081 Syncro Capacitor Corporation Hicksville Ohio USA 
1081 Syncro Capacitor Corporation Hicksville Ohio USA 
1081 Syncro Capacitor Corporation Hicksville Ohio USA 
1081 Syncro Capacitor Corp. Hicksville Ohio USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1082 Winchester Electronics, Inc. Norwalk Connecticut USA 
1083 Melrose Products, Inc. Willow Grove Pennsylvania USA 
1083 Melrose Products, Inc. Willow Grove Pennsylvania USA 
1083 Melrose Products, Inc. Willow Grove Pennsylvania USA 
1083 Melrose Products, Inc. Willow Grove Pennsylvania USA 
1084 Transcon Manufacturing Co. Dallas 9 Texas USA 
1084 Transcon Manufacturing Co. Dallas 9 Texas USA 
1084 Transcon Manufacturing Co. Dallas 9 Texas USA 
1084 Transcon Manufacturing Co. Dallas 9 Texas USA 
1084 Transcon Manufacturing Co. Dallas 9 Texas USA 
1084 Transcon Manufacturing Co. Dallas Texas USA 
1084 Transcon Manufacturing Co. Dallas Texas USA 
1084 Microwave Semiconductor Corp. Somerset New Jersey USA 
1084 Microwave Semiconductor Corp. Somerset New Jersey USA 
1084 Microwave Semiconductor Corp. Somerset New Jersey USA 
1085 Tritron Company Milwaukee 12 Wisconsin USA 
1085 Tritron Company Milwaukee 12 Wisconsin USA 
1085 Tritron Company Milwaukee 12 Wisconsin USA 
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1086 Pacific Mercury Electronics Sepulveda California USA 
1086 Pacific Mercury Electronics Sepulveda California USA 
1086 Pacific Mercury Electronics Sepulveda California USA 
1086 Pacific Mercury Electronics Sepulveda California USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis 8 Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis 8 Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis 8 Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis 8 Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis 8 Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis Minnesota USA 
1087 Minneapolis-Honeywell Regulator Co., Semiconductor Products Div. Minneapolis Minnesota USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices. Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. Riviera Beach Florida USA 
1087 Solitron Devices, Inc. 1987 Riviera Beach Florida USA 
1087 _Solitron Devices, Inc. 1989 Riviera Beach Florida USA 
1087 Solitron Devices, Inc. 1994 Riviera Beach Florida USA 
1087 Solitron Devices, Inc. 1995 Riviera Beach Florida USA 
1087 Solitron Devices, Inc. 1996 Riviera Beach Florida USA 
1087 Solitron Devices, Inc. 1997 West Palm Bch Florida USA 
1087 Solitron Devices, Inc. 1998 West Palm Beach Florida USA 
1087 Solitron Devices, Inc. 1999 3301 Electronics Way West Palm Beach Florida USA 
1087 Solitron Devices, Inc. 2001 Riviera Beach Florida USA 
1088 Bristol Motors Div., Vocaline Co. of America, Inc. Old Saybrook Connecticut USA 
1088 Bristol Motors Div., Vocaline Co. of America, Inc. Old Saybrook Connecticut USA 
1088 Bristol Motors Div., Vocaline Co. of America, Inc. Old Saybrook Connecticut USA 
1088 Varadyne Industries Santa Monica California USA 
1088 Varadyne Industries Santa Monica California USA 
1089 The R. K. Manufacturing Co. Carterville Illinois USA 
1089 American Magnetics Corporation Carterville Illinois USA 
1089 American Magnetics Corporation Carterville Illinois USA 
1089 American Magnetics Corporation Carterville Illinois USA 
1089 American Magnetics Corporation Carterville Illinois USA 
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1089 Jersey Specialty Co., Inc. Wayne New Jersey USA 
1089 JSC Wire & Cable Wayne New Jersey USA 
1089 JSC Wire & Cable 1987 Wayne New Jersey USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh 6 Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh 6 Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh 6 Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh 6 Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. 1987 Pittsburgh Pennsylvania USA 
1090 Westinghouse Electric Corp., Director Systems Dept. 1989 | Pittsburgh Pennsylvania USA 
1091 Telectron Company Fort Lauderdale Florida USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics Inc. Bangor Michigan USA 
1092 Adams Electronics, Div. of Tracor, Inc. Bangor Michigan USA 
1092 Adams Electronics, Div. of Tracor, Inc. Bangor Michigan USA 
1092 Adams Electronics, Div. of Tracor, Inc. Bangor Wisconsin USA 
1093 JB Electronic Transformers, Inc. Chicago 47 Illinois USA 
1094 Performance Measurements Company Detroit 35 Michigan USA 
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1094 Performance Measurements Company Detroit 3 Michigan USA 
1094 Performance Measurements Company Detroit 35 Michigan USA 
1094 Performance Measurements Company Detroit 3 Michigan USA 
1094 Performance Measurements Company Detroit Michigan USA 
1095 Tele-Dynamics Inc. Philadelphia 31 Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia 31 Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia 31 Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia 31 Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia Pennsylvania USA 
1095 Tele-Dynamics Div., American Bosch Arma Corp. Philadelphia Pennsylvania USA 
1095 Advance Transformer Co. Chicago Illinois USA 
1095 Advance Transformer Co. Chicago Illinois USA 
1095 Advance Transformer Co. Chicago Illinois USA 
1095 Advance Transformer Co. 1987 Chicago Illinois USA 
1095 Advance Transformer Co. 1989 ; Chicago Illinois USA 
1095 Advance Transformer Co., An NAP Co. 1994 Rosemont Illinois USA 
1095 Advance Transformer Co., An NAP Co. 1995 Rosemont Illinois USA 
1095 Advance Transformer Co. 1996 Rosemont Illinois USA 
1095 ANAP Co. 10275 W. Higgins Rd. Rosemont Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Franklin Park Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1096 Johnson Electric Coil Co. Elmhurst Illinois USA 
1096 Johnson Electric Coil Co. Antigo Wisconsin USA 
1096 Johnson Electric Coil Company Antigo Wisconsin USA 
1096 Johnson Electric Coil Co. 1987 Antigo Wisconsin USA 
1096 Johnson Electric Coil Company 1989 Antigo Wisconsin USA 
1096 Johnson Electric Coil Company 1994 Antigo Wisconsin USA 


1096 Johnson Electric Coil Company 1995 Antigo Wisconsin USA 
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1096 Johnson Electric Coil Co. 1996 Antigo Wisconsin USA 
1096 Johnson Electric Coil Company 1997 Antigo Wisconsin USA 
1096 Johnson Electric Coil Company 1998 Antigo Wisconsin USA 
1096 Johnson Electric Coil Company 1999 821 Watson Street Antigo Wisconsin USA 
1096 Johnson Electric Coil Company Elmhurst Illinois USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Benton Harbor Michigan USA 
1097 Grand Tran, Inc. Coloma Michigan USA 
1097 Grand Tran, Inc. Coloma Michigan USA 
1097 Grand Tran, Inc. Coloma Michigan USA 
1097 Grand-Tran, Inc. Coloma Michigan USA 
1097 Grand/Coloma, Div. of Grand Transformer Coloma Michigan USA 
1097 Grand/Coloma, Div. of Grand Transformer Coloma Michigan USA 
1097 Grand/Sturgis, Div. of Grand Transformer 1987 Michigan USA 
1097 Grand/Sturgis, Div. of Grand Transformer 1989 Sturgis Michigan USA 
1097 Grand 1994 Hungary 
1097 Grand 1995 Hungary 
1097 Grand Transformers, Inc. (GTI) 1996 Hungary 
1097 Grand Transformers, Inc. (GTI) - Hungary 1997 Grand Haven Michigan USA 
1097 Grand Transformers, Inc. (GTI) - Hungary 1998 Grand Haven Michigan USA 
1097 Grand Transformers, Inc. (GTI) (Hungary location) 1999 1500 Marion Street Grand Haven Michigan USA 
1097 Sturgis, Div Grand Transformers 2001 PO Box 8188 Grand Huem Michigan USA 
1098 Topic Incorporated Natick Massachusetts USA 
1098 Topic Electronics, Inc. Natick Massachusetts USA 
1098 Topic Electronics, Inc. Waltham Massachusetts USA 
1098 Pyle Industries, Inc. Huntington Indiana USA 
1098 Pyle Industries, Inc. Huntington Indiana USA 
1098 Pyle Industries, Inc. Huntington Indiana USA 
1098 Pyle Industries, Inc. 1987 Huntington Indiana USA 
1098 Pyle Industries, Inc. 1989 Huntington Indiana USA 
1098 Pyle Industries, Inc. 1994 Huntington Indiana USA 


1098 Pyle Industries, Inc. 1995 Huntington Indiana USA 
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1098 Pyle Industries, Inc. 1996 Huntington New York USA 
1098 Pyle Industries, Inc. 1997 Huntington Indiana USA 
1098 Pyle Industries, Inc. 1998 Huntington Indiana USA 
1098 Pyle Manufacturing 1999 501 Center Street Huntington Indiana USA 
1098 Pyle Industries, Inc. 2001 2050 U.S. 24 East Huntington Indiana USA 
1099 Land-Air Inc. Chicago 31 Illinois USA 
1099 American Interconnect 1996 Milpitas California USA 
1099 American Interconnect 2001 875 Ames Avenue Milpitas California USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire. Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire. Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. Charlottesville Virginia USA 
1100 Ovenaire, Inc. 1987 Charlottesville Virginia USA 
1100 Ovenaire, Inc. 1989 Charlottesville Virginia USA 
1100 Ovenaire, Inc. 1994 Charlottesville Virginia USA 
1100 Ovenaire, Inc. 1995 Charlottesville Virginia USA 
1100 Ovenaire, Inc. 1996 Charlottesville Virginia USA 
1100 Ovenaire, Inc. 2001 1127 East Market Street Charlottesville Virginia USA 
1101 The Rauland Corporation Chicago 41 Illinois USA 
1101 The Rauland Corporation Chicago 41 Illinois USA 
1101 The Rauland Corporation Chicago 41 Illinois USA 
1101 The Rauland Corporation Chicago 41 Illinois USA 
1101 The Rauland Corporation Chicago Illinois USA 
1101 The Rauland Corporation Chicago Illinois USA 
1101 The Rauland Corporation Chicago Illinois USA 
1101 The Rauland Corporation Melrose Park Illinois USA 
1101 The Rauland Corporation Melrose Park Illinois USA 
1101 The Rauland Corporation Melrose Park Illinois USA 
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1101 The Rauland Corp., Sub. Zenith Radio Corp. Melrose Park Illinois USA 
1101 Rauland Division, Sub., Zenith Corp. Melrose Park Illinois USA 
1101 Rauland Div., Sub., Zenith Corp. Melrose Park Illinois USA 
1101 Rauland Div., Zenith Corp. Melrose Park Illinois USA 
1101 Rauland Div., Zenith Corp. Melrose Pk Illinois USA 
1101 Rauland Division, Zenith Corp. Melrose PK. Illinois USA 
1101 Zenith Electronics Corp./Rauland Division 1987 Melrose Park Illinois USA 
1101 Zenith Electronics Corp., Rauland Division 1989 Melrose Park Illinois USA 
1101 Zenith Electronics Corp., Rauland Division 1994 Melrose Park Illinois USA 
1101 Zenith Electronics Corp., Rauland Division 1995 Melrose Park Illinois USA 
1101 Zenith Electronics Corp., Rauland Division 1996 Melrose Park Illinois USA 
1101 Rauland Division, Sub-Div. Zenith 2001 Melrose Park Illinois USA 
1102 Technitrol Engineering Company J Philadelphia 34 Pennsylvania USA 
1102 Technitrol Engineering Company Philadelphia 34 Pennsylvania USA 
1102 Technitrol Engineering Company Philadelphia 34 Pennsylvania USA 
1102 Technitrol Engineering Company Philadelphia 34 Pennsylvania USA 
1102 Technitrol Engineering Company Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol. Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol. Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. PHiladelphia Pennsylvania USA 
1102 Technitrol, Inc. 1987 Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. 1989 Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. 1994 Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. 1995 Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. 1996 Philadelphia Pennsylvania USA 
1102 Technitrol, Inc. 2001 Philadelphia Pennsylvania USA 
1103 Columbus Electronics Corp., Semiconductor Div. Yonkers New York USA 
1103 Columbus Electronics Corp., Semiconductor Div. Yonkers New York USA 
1103 Columbus Electronics Corp., Semiconductor Div. Yonkers New York USA 
1103 Columbus Electronics Corp., Semiconductor Div. Yonkers New York USA 
1104 Astro-Tran West Acton Massachusetts USA 
1104 Astro-Tran West Acton Massachusetts USA 
1104 Astro-Tran West Acton Massachusetts USA 


1104 Astro-Tran Gleasondale Massachusetts USA 
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1104 Time Electronics, Div. of Avnet 1994 Sunnyvale California USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1105 National Semiconductor Corporation Danbury Connecticut USA 
1106 Efcon, Inc. New York 12 New York USA 
1106 Eicon, Inc. Garden City, L. I. New York USA 
1106 Efcon, Inc., Sub., General Instrument Corp. Garden City, L. I. New York USA 
1106 Efcon, Inc., Sub., General Instrument Corp. Garden City, L. I. New York USA 
1106 Efcon, Inc., Sub., General Instrument Corp. Garden City, L. |. New York USA 
1107 The Wurlitzer Company Corinth Mississippi USA 
1107 The Wurlitzer Company Corinth Mississippi USA 
1107 The Wurlitzer Company Corinth Mississippi USA 
1108 Yardney Electric Corp. New York 13 New York USA 
1108 Yardney Electric Corp. New York 13 New York USA 
1108 Yardney Electric Corp. New York 13 New York USA 
1108 Yardney Electric Corp. New York 13 New York USA 
1108 Yardney Electric Corp. New York New York USA 
1108 Yardney Electric Corp. New York New York USA 
1108 Actown-Electrocoil Libertyville Illinois USA 
1108 Actown-Electrocoil Libertyville Illinois USA 
1108 Actown-Electrocoil Libertyville Illinois USA 
1108 Actown-Electrocoil, Inc. 1987 Libertyville Illinois USA 
1108 Actown-Electrocoil, Inc. 4989 Spring Grove Illinois USA 
1108 Actown-Electrocoil, Inc. 1994 Spring Grove Illinois USA 
1108 Actown-Electrocoil, Inc. 1995 Spring Grove Illinois USA 
1108 Actown-Electrocoil, Inc. 1996 Spring Grove Illinois USA 
1108 Actown-Electrocoil, Inc 2001 PO Box 248,2414 Highvie Spring Grove Illinois USA 
1109 Intelex Systems, Inc., Sub. ITT New York 4 New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York 4 New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York 4 New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
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1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 Intelex Systems, Inc., Sub. ITT New York New York USA 
1109 ITT Intelex Systems, Inc. New York New York USA 
1109 ITT Intelex Systems, Inc. New York New York USA 
1109 ITT Intelex Systems, Inc. New York New York USA 
1109 ITT Intelex Systems 1989 New York New York USA 
1109 ITT Intelex Systems 1994 New York New York USA 
1109 ITT Intelex Systems 1995 New York New York USA 
1109 ITT Intelex Systems, Inc. 1996 New York New York USA 
1109 ITT Intelex Systems, Inc. 2001 New York New York USA 
1110 Hathaway Instruments, Inc. [1961 | Denver 22 Colorado USA 
1110 Bell Engineering & Marketing 1996 Indianapolis Indiana USA 
1110 Bel Fuse Ltd. 2001 Unit 604 Northern Extens Waterford Ireland 
1111 The George E. Grahm Co. - According to official ECIA documents Unknown Louisville Road 31A Columbus Indiana USA 
1112 Indiana Products, Inc., Sub. Standard Electrical Products Co. Richmond Indiana USA 
1112 Indiana Products, Inc., Sub. Standard Electrical Products Co. Richmond Indiana USA 
1112 Indiana Products, Inc., Sub. Standard Electrical Products Co. Richmond Indiana USA 
1112 Indiana Products, Inc., Sub. Standard Electrical Products Richmond Indiana USA 
1112 Staco, Inc., Standard Electrical Products Div. Richmond Indiana USA 
1113 Standard Rectifier Corporation Santa Ana California USA 
1113 Standard Rectifier Corporation Santa Ana California USA 
1113 Standard Rectifier Div., American Micro Devices Phoenix Arizona USA 
1113 American Micro Devices, Inc., Standard Rectifier Div. Phoenix Arizona USA 
1113 Standard Rectifier Div., American Micro Devices, Inc. Phoenix Arizona USA 
1113 Acoustic Fiber Sound Systems, Inc. Indianapolis Indiana USA 
1113 Acoustic Fiber Sound Systems, Inc. Indianapolis Indiana USA 
1114 United International Dynamics Corp. Hollywood Florida USA 
1114 United International Dynamics Corp. Hollywood Florida USA 
1114 United International Dynamics Corp. Hollywood Florida USA 
1114 UID Electronics Corp. Hollywood Florida USA 
1114 UID Electronics Corp. Hollywood Florida USA 
1114 UID Electronics Corp. Hollywood Florida USA 
1114 UID Electronics Corp. Hollywood Florida USA 
1114 UID Electronics Corp. Hollywood Florida USA 
1115 Raypar, Inc. Chicago 34 Illinois USA 
1115 Raypar, Inc. Chicago 34 Illinois USA 
1115 Raypar Electronics, Inc. Chicago 34 Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Incorporated Chicago Illinois USA 
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1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1115 Raypar Electronics, Inc. Chicago Illinois USA 
1116 Rheem Semiconductor Corp. Mountain View California USA 
1116 Rheem Semiconductor Corp. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1116 Mountain View Operation, Raytheon Co. Mountain View California USA 
1117 Fanon Electronic Industries, Inc. Newark 12 New Jersey USA 
1117 Fanon Electronic Industries, Inc. Newark 12 New Jersey USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Bedford Massachusetts USA 
1118 Semicon. Inc. Bedford Massachusetts USA 
1118 Semicon, Inc. Burlington Massachusetts USA 
1118 Semicon, Inc. Burlington Massachusetts USA 
1118 Semicon, Inc. Burlington Massachusetts USA 
1118 Semicon, Inc. Burlington Massachusetts USA 
1118 Semicon, Inc. 1987 Burlington Massachusetts USA 
1118 Semicon, Inc. 1989 Burlington Massachusetts USA 
1118 Semicon Components, Inc. 1997 Burlington Massachusetts USA 
1119 Components Specialties, Inc. Hempstead New York USA 
1119 Components Specialties, Inc. Hempstead New York USA 
1119 SPECO Div., Components Specialities Inc. Lindenhurst New York USA 
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1119 SPECO Div., Components Specialists, Inc. 1987 Lindenhurst New York USA 
1119 SPECO Div., Components Specialities Inc. 4989 Lindenhurst New York USA 
1119 SPECO Div., Components Specialities Inc. 1994 Lindenhurst New York USA 
1119 SPECO Div., Components Specialities Inc. 1995 Lindenhurst New York USA 
1119 SPECO Div.,Components Specialist Inc. 1996 Lindenhurst New York USA 
1119 SPECO Div., Components Specialities Inc. 2001 PO Box 624 Lindenhurst New York USA 
1120 General Electrodynamics Corp. Garland Texas USA 
1120 General Electrodynamics Corp. Garland Texas USA 
1120 General Electrodynamics Corp. Garland Texas USA 
1120 General Electrodynamics Corp. Garland Texas USA 
1120 General Electrodynamics Corp. Garland Texas USA 
1121 Superior Resistor and Electronics Corp. Frankfort Indiana USA 
1122 Hammond Organ Company Chicago Illinois USA 
1122 Hammond Organ Company Chicago Illinois USA 
1122 Hammond Organ Company Chicago Illinois USA 
1122 Hammond Organ Company Chicago Illinois USA 
1123 Iron Fireman Manufacturing Co. Portland Oregon USA 
1123 Iron Fireman Manufacturing Co. Portland Oregon USA 
1123 Iron Fireman Manufacturing Co. Portland Oregon USA 
1123 Electronic Specialty Co., Electronics Div. Portland Oregon USA 
1123 Electronic Specialty Co., Electronics Div. Portland Oregon USA 
1123 Electronic Specialty Co., Electronics Div. Portland Oregon USA 
1123 Electronics Specialty, Div. of Datron, Inc. Portland Oregon USA 
1124 Standard Components Corp., Sub. Litton Industries, Inc. Mt. Vernon New York USA 
1125 Saft America, Inc. Valdosta Georgia USA 
1125 Saft America, Inc. Valdosta Georgia USA 
1125 SAFT America, Inc. Valdosta Georgia USA 
1125 SAFT America, Inc. 1987 Valdosta Georgia USA 
1125 SAFT America, Inc. 1989 Valdosta Georgia USA 
1125 SAFT America, Inc. 1994 Valdosta Georgia USA 
1125 SAFT America, Inc. 1995 Valdosta Georgia USA 
1125 SAFT America, Inc. 1996 Valdosta Georgia USA 
1125 SAFT America, Inc. 2001 711 Industrial Blvd. Valdosta Georgia USA 
1126 LIECO, Inc. Syosset, L. I. New York USA 
1126 LIECO, Inc. Syosset, L. I. New York USA 
1127 J & D Transformers, Inc. North Chili New York USA 
1127 Dynamic Components Corp. Batavia New York USA 
1127 Dynamic Components Corp. Batavia New York USA 
1127 Dynamic Components Corp. Batavia New York USA 
1127 Dynamic Components Corp. Batavia New York USA 
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1127 Dynamic Components Corp. Batavia New York USA 
1127 Dynamic Components Corp. Hornell New York USA 
1128 Arco Electronics, Inc. New York 13 New York USA 
1128 Arco Electronics, Inc. New York 13 New York USA 
1128 Arco Electronics, Inc. New York 13 New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 Arco Electronics, Inc. Great Neck New York USA 
1128 ARCO Electronics, Inc. New York New York USA 
1128 ARCO Electronics, Inc. New York New York USA 
1128 Automatic Connector, Inc., Sub. of ASU Industries Commack New York USA 
1128 Automatic Connector, Inc., Subdivision of ASU Industries Commack New York USA 
1128 Automatic Connector, Inc., Sub. of ASU Industries 1987 Commack New York USA 
1128 Automatic Connector, Inc., Subdivision of ASU Industries == 1989 | Commack New York USA 
1129 A. J. Fischer, Inc. DeLand Florida USA 
1129 Fisher Electro Magnetics, Inc. DeLand Florida USA 
1130 Piper Aircraft Corp., Electronics Div. Vero Beach Florida USA 
1130 Piper Aircraft Corp., Electronics Div. Vero Beach Florida USA 
1130 Piper Aircraft Corp., Electronics Div. Vero Beach Florida USA 
1130 Piper Aircraft Corp., Electronics Div. Vero Beach Florida USA 
1131 Hamilton Labs., Inc. Bristol Pennsylvania USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Transformer-Electronics Company Boulder Colorado USA 
1132 Technetics, Inc. Boulder Colorado USA 
1132 Technetics, Inc. Boulder Colorado USA 
1132 Tecnetics, Inc. Boulder Colorado USA 
1133 Hindle Transformer Company, Inc. Flemington New Jersey USA 
1133 Hindle Transformer Company, Inc. Flemington New Jersey USA 
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1133 Hindle Transformer Div., York Research Corp. Putnam Connecticut USA 
1133 BRK Electronics, a Division of Pittway Corporation 1987 Aurora Illinois USA 
1133 BRK Electronics, a Division of Pittway Corporation 1989 Aurora Illinois USA 
1133 BRK Electronics, a Division of Pittway Corporation 1994 Aurora Illinois USA 
1133 BRK Electronics, a Division of Pittway Corporation 1995 Aurora Illinois USA 
1133 BRK Electronics, a Division of Pittway Corporation 2001 780 McClure Road Aurora Illinois USA 
1134 Engineered Electronics Company Santa Ana California USA 
1134 Engineered Electronics Company Santa Ana California USA 
1134 Engineered Electronics Company Santa Ana California USA 
1134 Engineered Electronics Company Santa Ana California USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Illinois Circuit Board, Inc. Hoopeston Illinois USA 
1135 Gulbransen, CBS Musical Instruments, Div. of CBS Deerfield Illinois USA 
1135 Gulbransen Organ, CBS Musical Instruments, Div. of CBS Hoopeston Illinois USA 
1135 Gulbransen Organ, CBS Musical Instruments, A Division of CBS Hoopeston Illinois USA 
1135 Gulbransen, CBS Musical Instruments, A Division of CBS Deerfield Michigan USA 
1135 Gulbransen, CBS Musical Instruments, A Division of CBS Deerfield Illinois USA 
1135 Gulbransen, CBS Musical Instruments, A Division of CBS Deerfield Illinois USA 
1135 Gulbransen, CBS Musical Instruments, A Division of CBS Deerfield Illinois USA 
1135 Gulbransen, CBS Musical Instruments Hoopeston Illinois USA 
1135 Gulbransen, CBS Musical Instruments, A Division of CBS, Inc. 1025 East Thompson Ave Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 
1136 R. A. Scranton Industries, Inc. Hoopeston Illinois USA 


1137 Miratel Electronics, Inc. New Brighton 12 Minneapolis USA 
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1137 Miratel Electronics, Inc. New Brighton 12 Minneapolis USA 
1137 Miratel Electronics Inc. New Brighton Minneapolis USA 
1137 Miratel Electronics, Inc. New Brighton Minneapolis USA 
1137 Miratel Electronics Inc. New Brighton Minn USA 
1137 Miratel Electronics, Inc. New Brighton Minneapolis USA 
1137 Mirate Div., Ball Brothers. Research Corporation New Brighton Minneapolis USA 
1137 Ball Brothers Research Corporation St. Paul Minneapolis USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Brothers Research Corporation Boulder Colorado USA 
1137 Ball Corporation 1987 Boulder Colorado USA 
1137 Ball Corporation 1989 Boulder Colorado USA 
1137 Ball Corporation 1994 Boulder Colorado USA 
1137 Ball Corporation 1995 Boulder Colorado USA 
1137 Ball Brothers Research Corp. 1996 Boulder Colorado USA 
1137 Ball Brothers Research Corporation 2001 Boulder Colorado USA 
1138 Vought Electronics, Div. Of Ling-Temco-Vought, Inc - According to official ECIA documents PO Box 6118 Dallas Texas USA 
1139 Capitol Capacitor Div. Silver Spring Maryland USA 
1139 Cooke Industries Alexandria Virginia USA 
1139 Cooke Industries Alexandria Virginia USA 
1140 Syntron Company Homer City Pennsylvania USA 
1140 Syntron Company Homer City Pennsylvania USA 
1140 Syntron Company Homer City Pennsylvania USA 
1140 Syntron Company Homer City Pennsylvania USA 
1140 Syntron Company Homer City Pennsylvania USA 
1140 Syntron Company Homer City Pennsylvania USA 
1141 Rixon Electronics, Inc. Silver Spring Maryland USA 
1141 Rixon Electronics, Inc. Silver Spring Maryland USA 
1141 Rixon Electronics, Inc. Silver Spring Maryland USA 
1141 Rixon Electronics, Inc. Silver Spring Maryland USA 
1141 Rixon Electronics, Inc. Silver Spring Maryland USA 
1142 Fairchild Semiconductor Mountain View California USA 
1142 Fairchild Semiconductor Mountain View California USA 
1142 Fairchild Semiconductor Mountain View California USA 
1142 Fairchild Semiconductor Mountain View California USA 
1143 Harris Manufacturing Co.., Inc. St. Louis 17 Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis 17 Missouri USA 
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1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1143 Harris Manufacturing Co., Inc. St. Louis Missouri USA 
1144 Premier Metal Products Co., Inc. New York 59 New York USA 
1144 Premier Metal Products Co., Inc. New York 59 New York USA 
1144 Renwell Industries, Inc. South Hadley Falls Massachusetts USA 
1144 Renwell Industries, Inc. South Hadley Falls Massachusetts USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Dickson Electronics Corporation Scottsdale Arizona USA 
1145 Microsemi Corp. 1987 Scottsdale Arizona USA 
1145 Microsemi Corp. 1989 a Scottsdale Arizona USA 
1145 Microsemi Corp. 1994 Scottsdale Arizona USA 
1145 Microsemi Corp. 1995 Scottsdale Arizona USA 
1145 Microsemi Corp. 1996 Scottsdale Arizona USA 
1145 Microsemi Corporation 1997 Scottsdale Arizona USA 
1145 Microsemi Corporation 1998 Scottsdale Arizona USA 
1145 Microsemi Corporation 1999 18700 E. Thomas Rd Scottsdale Arizona USA 
1145 Microsemi Corp. 2001 8700 E. Thomas Road, P Scottsdale Arizona USA 
1146 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
1146 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
1146 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
1146 Becker Electronics Mfg. Corp. Valley Stream, L. |. New York USA 
1146 Tenva Audio Nogales Mexico 
1146 Tenva Audio Nogales Mexico 
1147 A&A Trading Corporation New York 1 New York USA 
1147 A&A Trading Corporation Woodside 77 New York USA 
1147 Sunbeam Electronics Redmund Washington USA 
1147 Sunbeam Electronics Redmund Washington USA 
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1147 Sunbeam Electronics 1987 Redraund Washington USA 
1147 Sunbeam Electronics 1989 ] Redmund Washington USA 
1148 North American Electronics, Inc. West Lynn Massachusetts USA 
1148 North American Electronics Div., International Resistance Co. Lynn Massachusetts USA 
1148 North American Electronics Div., International Resistance Co. Lynn Massachusetts USA 
1148 North American Electronics Div., International Resistance Co. Lynn Massachusetts USA 
1148 Semiconductor Division, IRC, Inc. Lynn Massachusetts USA 
1148 Semiconductor Division. IRC, Inc. Lynn Massachusetts USA 
1148 Semiconductor Division. IRC, Inc. Lynn Massachusetts USA 
1148 Semiconductor Division, IRC. Inc. Lynn Massachusetts USA 
1148 Semiconductor Division, IRC, Inc. Lynn Massachusetts USA 
1148 Semiconductor Division, IRC, Inc. Lynn Massachusetts USA 
1148 Semiconductor Division, IRC, Inc. Lynr Massachusetts USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Dallas Texas USA 
1149 Curtis Mathes Manufacturing Co. Athens Texas USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Mfg. Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Mfg. Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Manufacturing Co. Lancaster Pennsylvania USA 
1150 Electronic Test Equipment Mfg. Co. 1987 Lancaster Pennsylvania USA 


1150 Electronic Test Equipment Manufacturing Co. 1989 Lancaster Pennsylvania USA 
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1150 Electronic Test Equipment Manufacturing Co. 1994 Lancaster Pennsylvania USA 
1151 Magnetic Amplifiers Div., The Siegler Corp. New York 55 New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. New York 55 New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. New York New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. New York New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. New York New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1151 Data & Controls Div., Lear Siegler, Inc. Melville New York USA 
1152 U. S. Semiconductor Products, Inc. Phoenix Arizona USA 
1152 U. S. Semcor Phoenix Arizona USA 
1152 U. S. Semcor Phoenix Arizona USA 
1152 U. S. Semcor Phoenix Arizona USA 
1152 Components Inc., Semcor Div. Phoenix Arizona USA 
1152 Components, Inc., Semcor Div. Phoenix Arizona USA 
1152 Components, Inc., Semcor Div. Phoenix Arizona USA 
1152 Components, Inc. Phoenix Arizona USA 
1152 Components, Inc., Sub. Corning Glass Works Phoenix Arizona USA 
1152 Components, Inc., Sub. Corning Glass Works Phoenix Arizona USA 
1152 Corning Glass Works, Components, Inc. Phoenix Arizona USA 
1152 Corning Glass Works, Components, Inc. Phoenix Arizona USA 
1152 Corning Glass Works, Components, Inc. Phoenix Arizona USA 
1153 Gulton Industries, Inc. Metuchen New Jersey USA 
1153 Gulton Industries, Inc. Metuchen New Jersey USA 
1153 Gulton Industries, Inc. Metuchen New Jersey USA 
1154 Diodes, Inc. Canoga Park California USA 
1154 Diodes, Inc. Canoga Park California USA 
1154 Diodes, Inc. Chatsworth California USA 
1154 Diodes, Inc. Chatsworth California USA 
1155 Polyphase Instrument Co. - According to official ECIA documents East Fourth St. Bridgeport Pennsylvania USA 
1156 Wabash Magnetics, Inc. Wabash Indiana USA 
1156 Wabash Magnetics, Inc. Wabash Indiana USA 
1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
1157 Sperry Semiconductor Div., Sperry Hand Corp. Norwalk Connecticut USA 
1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
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1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
1157 Sperry Semiconductor Div., Sperry Rand Corp. Norwalk Connecticut USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro Manufacturing Corporation Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1987 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1989 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1994 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1995 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1996 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1997 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1998 Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 1999 PO Box 127/7095 Minocc Hazelhurst Wisconsin USA 
1158 Electro-Mel Industries, Inc. 2001 P.O. Box 59 Hwy. 51 Hazelhurst Wisconsin USA 
1159 Ledex, Inc. Dayton 2 Ohio USA 
1159 Ledex, Inc. Dayton 2 Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 
1159 Ledex, Inc. Dayton Ohio USA 





1159 Ledex, Inc. 1987 Dayton Ohio USA 
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1159 Lucas Ledex, Inc. 1989 Vandalia Ohio USA 
1159 Lucas Ledex, Inc. 1994 Vandalia Ohio USA 
1159 Lucas Ledex, Inc. 1995 Vandalia Ohio USA 
1159 Lucas Ledex, Inc. 1996 Vandalia Ohio USA 
1159 Lucas Ledey, Inc. 2001 801 Scholz Drive Vandalia Ohio USA 
1160 Electro-Capacitors Co. Oakland 3 California USA 
1160 Electro-Capacitors Co. Oakland 3 California USA 
1160 Electro-Capacitors Co. Oakland California USA 
1160 Safe-T-Mike Corp. Oakland California USA 
1160 Safe-T-Mike Corp. Oakland California USA 
1160 Safe-T-Mike Corp. Oakland California USA 
1161 Trans-Sil Corporation, Sub., Raytheon Co. Englewood New Jersey USA 
1161 Trans-Sil Corporation, Sub., Raytheon Co. Englewood New Jersey USA 
1161 Trans-Sil Division, Electronic Devices, Inc. Yonkers New York USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronic Products, Inc. Sarasota Florida USA 
1162 Workman Electronic Products, Inc. Sarasota Florida USA 
1162 Workman Electronics Products, Inc. Sarasota Florida USA 
1162 Workman Electronic Products, Inc. 1987 Sarasota Florida USA 
1162 Workman Electronics Products, Inc. 1989 Sarasota Florida USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 
1163 Gredco, Inc. Kokomo Indiana USA 


1163 Gredco, Inc. Kokomo Indiana USA 
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1164 Atlas Connectors, Inc. - According to official ECIA documents 41 River Road North Arlington New Jersey USA 
1165 McMartin Industries, Inc. Omaha 2 Nebraska USA 
1165 McMartin Industries, Inc. Omaha 2 Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1165 McMartin Industries, Inc. Omaha Nebraska USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, Inc. Kearny New Jersey USA 
1166 Electron Technology, A Unit of Esterline Corp. Kearny New Jersey USA 
1167 Permavolt Transformers, Inc. Grand Haven Michigan USA 
1167 Permavolt Transformers, Inc. Grand Haven Michigan USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. South Bend Indiana USA 
1167 Permavolt Transformers, Inc. 1987 Southbend Indiana USA 
1167 Permavolt Transformers, Inc. 1989 Southbend Indiana USA 
1167 Permavolt Transformers, Inc. 1994 South bend Indiana USA 


1167 Permavolt Transformers, Inc. 1995 Southbend Indiana USA 
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1167 Permavolt Transformers, Inc. 1996 SouthBend Indiana USA 
1167 Permavolt Transformers, Inc. 2001 South Bend Indiana USA 
1168 Meca Electronics J Gibson City Illinois USA 
1168 Meca Magnetics, Inc. Gibson City Illinois USA 
1168 Meca Magnetics, Inc. Gibson City Illinois USA 
1169 Frebank Company Glendale 4 California USA 
1169 Frebank Company Glendale 4 California USA 
1169 Frebank Company Glendale California USA 
1169 Frebank Company Glendale California USA 
1170 Gibbs Manufacturing and Research Corp. Janesville Wisconsin USA 
1170 Gibbs Manufacturing and Research Corp. Janesville Wisconsin USA 
1170 Gibbs Manufacturing and Research Corp. Janesville Wisconsin USA 
1171 Magnetic Components, Inc. Geneva New York USA 
1171 Magnetic Components, Inc. Geneva New York USA 
1171 Trutone Electronics, Inc. N. Hollywood California USA 
1171 Trutone Electronics, Inc. 1989 N. Hollywood California USA 
1171 Trutone Electronics Inc. 2001 7315 Fulton Ave. North Hollywood California USA 
1172 Dage Electric Company, Inc. Beech Grove Indiana USA 
1172 Dage Electric Company, Inc. Beech Grove Indiana USA 
1172 Dage Electric Company, Inc. Franklin Indiana USA 
1172 Dage Electric Company, Inc. Franklin Indiana USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. Plainview New York USA 
1172 Spellman High Voltage Electronics Corporation Plainview New York USA 
1172 Spellman High Voltage Electronics Corp. #7 Fairchild Ave. Plainview New York USA 
1173 Servomechanisms, Inc. El Segundo California USA 
1174 Ace Electronics Associates, Inc. Somerville 44 Massachusetts USA 
1174 Ace Electronics Associates, Inc. Somerville Massachusetts USA 
1174 Ace Electronics Associates, Inc. Somerville Massachusetts USA 
1174 Academy Electronics Bensenville Illinois USA 
1174 Academy Electronics Bensenville Illinois USA 
1174 Academy Electronics Bensenville Illinois USA 
1174 Academy Electronics 1987 Bensenville Illinois USA 
1174 Academy Electronics 1989 Bensenville Illinois USA 
1174 Academy Electronics 1994 Bensenville Illinois USA 


1174 Academy Electronics 1995 Bensenville Illinois USA 
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1174 Academy Electronics 1996 Bensenville Illinois USA 
1174 Academy Electronics 2001 703 Foster Avenue Bensenville Illinois USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1175 Speaker Products Corp. Prairie du Chien Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Northern Engineering Labs Burlington Wisconsin USA 
1176 Northern Engineering Laboratories Burlington Wisconsin USA 
1176 Midland-Ross Corp. NEL Unit 1987 Burlington Wisconsin USA 
1176 NEL Frequency Controls, Inc. 1989 | Burlington Wisconsin USA 
1177 Electron Div, Controls Co. of America - According to official ECIA documents 811 West Broadway Temple Arizona USA 
1178 H & H Coil Company Chicago 14 Illinois USA 
1178 H & H Coil Company Chicago Illinois USA 
1178 H & H Coil Company Chicago Illinois USA 
1178 H & H Coil Company Chicago Illinois USA 
1178 H & H Coil Company Chicago Illinois USA 
1179 Quantatron, Inc. Santa Monica California USA 
1180 Western Semiconductors, Inc. Santa Ana California USA 
1180 Western Semiconductors, Inc. Santa Ana California USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
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1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. Plano Texas USA 
1181 Texas Transformer Corp. Plano Texas USA 
1181 Texas Transformer Corp. Plano Texas USA 
1181 Texas Transformer Corp. Plano Texas USA 
1181 Texas Transformer Corp. 1987 Plano Texas USA 
1181 Texas Transformer Corp. 1989 | Plano Texas USA 
1181 Texas Transformer Corp. 1994 Plano Texas USA 
1181 Texas Transformer Corp. 1995 Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Co. 1996 Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing Company 1997 Plano Texas USA 
1181 Grand Transformers, Inc. (GTI) - Texas 1998 Grand Haven Michigan USA 
1181 Grand Transformers, Inc. (GTI) 1999 1301 East Plano Parkway Plano Texas USA 
1181 Texas Transformer Engineering & Manufacturing 2001 1404 Avenue' - PO Box 1 Plano Texas USA 
1182 Culver-Stearns Mfg. Co. Worcester 4 Massachusetts USA 
1182 Dynascan Corp. Chicago Illinois USA 
1182 Dynascan Corp. Chicago Illinois USA 
1182 Dynascan Corp. 1987 Chicago Illinois USA 
1182. Dynascan Corp. | 1989 Chicago Illinois USA 
1182 Dynascan Corp. 1994 Chicago Illinois USA 
1182 Dynascan Corp. 1995 Chicago Illinois USA 
1182 Dynascan Corp. 1996 Chicago Illinois USA 
1182 Dynascan Corp. 2001 6460 W. Cortland Avenue Chicago Illinois USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1183 Technical Wire Products, Inc. Cranford New Jersey USA 
1184 Quali-Tron Laboratories, Inc. Dallas 7 Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
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1184 Quali-Tron Laboratories, Inc. Dallas Texas USA 
1185 Rockbestos Wire & Cable Co. New Haven 4 Connecticut USA 
1185 Rockbestos Wire & Cable Co. New Haven Connecticut USA 
1186 U.S. Scientific Devices Los Angeles 58 California USA 
1186 U.S. Scientific Devices Compton California USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronics Company South Haven Michigan USA 
1187 Antran Electronic Co. South Haven Michigan USA 
1187 Antran Electronics Co. South Haven Michigan USA 
1187 Canutel Berrien, Inc. 1987 Berrien Springs Michigan USA 
1187 Canutel Berrien, Inc., sub. of Cantuel USA, Inc. | 1989 7 Berrien Springs Michigan USA 
1188 Nucleonic Products Co., Inc. Los Angeles 23 California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1188 Nucleonic Products Co., Inc. Los Angeles California USA 
1189 Electro-Mec Capacitor Corp. Terryville Connecticut USA 
1189 Electro-Mec Capacitor Div., Topic Electronics, Inc. Terryville Connecticut USA 
1189 Electro-Mech Capacitor, Inc. Terryville Connecticut USA 
1189 Mec-Tronics, Inc. Yonkers New York USA 
1190 H. W. Ulmer Co. Oceanside California USA 
1190 H. W. Ulmer Co. Oceanside California USA 
1190 Bel Fuse Macau, Ltd. 1987 Macau China 
1190 Bel Fuse Macau, Ltd. 1989 Macau 
1190 Bel Fuse Macau, Ltd. 1994 Macau 
1190 Bel Fuse Macau, Ltd. 1995 Macau 
1190 Bel Fuse Macau, Ltd. 1996 Macau 
1190 Bel Fuse Macau, Ltd. 1999 No. 218 Largodo Pac On Taipa Macau 
1190 Bel Fuse Macau, Ltd. 2001 198 Van Vorst Street Jersey City New Jersey USA 


1191 Micro-Magna Electronics Corp. 1968 Cleveland 14 Ohio USA 
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1191 Micro-Magna Electronics Corp. Cleveland Ohio USA 
1191 Micro-Magna Electronics Corp: Cleveland Ohio USA 
1191 Micro-Magna Electronics Corp. Cleveland Ohio USA 
1191 Micro-Magna Electronics Corp. Cleveland Ohio USA 
1191 Micro-Magna Electronics Corp. Cleveland Ohio USA 
1191 Micro-Magna Electronics Corp. Cleveland Ohio USA 
1192 Liberty Manufacturing Corp. Youngstown 5 Ohio USA 
1192 Liberty Manufacturing Corp. Youngstown Ohio USA 
1193 Omtronics Manufacturing, Inc. Omaha 14 Nebraska USA 
1193 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
1193 Omtronics Manufacturing, Inc. Omaha Nebraska USA 
1194 Artted Co., Inc. Springfield 3 Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Company, Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. Springfield Massachusetts USA 
1194 Artted Co., Inc. 1987 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1989 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1994 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1995 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1996 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1997 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1998 Springfield Massachusetts USA 
1194 Artted Co., Inc. 1999 50 Warehouse Street Springfield Massachusetts USA 
1194 Artted Co., Inc. 2001 77 Warehouse Street Springfield Massachusetts USA 
1195 Blonder-Tongue Systems, Inc. Newark 2 New Jersey USA 
1195 Blonder-Tongue Systems, Inc. Newark New Jersey USA 
1195 Blonder-Tongue Systems, Inc. Newark New Jersey USA 
1195 Blonder-Tongue Systems, Inc. Newark New Jersey USA 
1195 Blonder-Tongue Laboratories, Inc Newark New Jersey USA 
1195 Blonder-Tongue Laboratories, Inc. Newark New Jersey USA 
1195 Blonder-Tongue Laboratories, Inc. Newark New Jersey USA 
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1195 Blonder-Tongue Laboratories, Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Laboratories, Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Laboratories, Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 1987 Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 1989 Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 1994 Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 1995 Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 1996 Old Bridge New Jersey USA 
1195 Blonder-Tongue Labs., Inc. 2001 Old Bridge New Jersey USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1196 Power Components, Inc. Scottdale Pennsylvania USA 
1197 Coral Research and Development Co. Miami Florida USA 
1198 Audio Sound Sales Co. Chicago 47 Illinois USA 
1198 Audio Sound Sales Co. Chicago Illinois USA 
1198 Audio Sound Sales Co. Chicago Illinois USA 
1198 Kulka Electric Corp. Mt. Vernon New York USA 
1198 Kulka Electric Corp. Mt. Vernon New York USA 
1198 Kulka Electric Corp. 1987 Mt. Vernon New York USA 
1199 Telex/Ballastran Fort Wayne 7 Indiana USA 
1199 Telex/Ballastran Fort Wayne Indiana USA 
1199 Telex/Ballastran Fort Wayne Indiana USA 
1199 Ballastran Corporation Fort Wayne Indiana USA 
1199 Ballastran Corporation Fort Wayne Indiana USA 
1199 Ballastran Corporation Fort Wayne Indiana USA 
1199 Ballastran Corporation Fort Wayne Indiana USA 
1200 Dearborn Electronic Laboratories, Inc. Orlando Florida USA 
1200 Dearborn Electronic Laboratories, Inc. Orlando Florida USA 
1200 Dearborn Electronics Inc. Orlando Florida USA 
1200 Dearborn Electronics, Inc. Orlando Florida USA 
1200 Dearborn Electronics, Inc. Orlando Florida USA 
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1200 Dearborn Electronics, Inc. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. 1987 Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. 1989 Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. 1994 Orlando Florida USA 
1200 Dearborn Electronics, Inc., Sub. of Sprague Electric Co. 1995 Orlando Florida USA 
1200 Dearborn Electronic Laboratories, Inc. 1996 Orlando Florida USA 
1200 Dearborn Electronic Laboratories, Inc. PO Box 3431 Orlando Florida USA 
1201 Columbia Products Company Columbia South Carolina USA 
1201 Columbia Products Company Columbia South Carolina USA 
1201 C/P Corporation Newberry South Carolina USA 
1202 Electro-Mec Instrument Corp. Long Island City New York USA 
1202 Electro-Mec Instrument Corp. Watertown Connecticut USA 
1202 Electro-Mec Instrument Corp. Watertown Connecticut USA 
1202 Electro-Mec Instrument Corp. Watertown Connecticut USA 
1203 Comel Caribe Corporation Bayamon Puerto Rico USA 
1203 Comel International Corporation Bayamon Puerto Rico USA 
1203 Audiocraft, Inc. Ft. Worth Texas USA 
1203 Audiocraft, Inc. Ft. Worth Texas USA 
1204 Torotel, Inc. Kansas City Missouri USA 
1204 Torotel, Inc. Kansas City Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel, Inc. Grandview Missouri USA 
1204 Torotel Products, Inc. Grandview Missouri USA 
1204 Torotel Products, Inc. Grandview Missouri USA 
1204 Torotel Products, Inc. 1987 Grandview Missouri USA 
1204 Torotel Products, Inc. 1989 Grandview Missouri USA 
1204 Torotel Products, Inc. 1994 Grandview Missouri USA 
1204 Torotel Products, Inc. 1995 Grandview Missouri USA 
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1204 Torotel Products, Inc. 1996 Grandview Missouri USA 
1204 Torotel Products, Inc. 1997 Grandview Missouri USA 
1204 Torotel Products, Inc. 2001 5512 East 110th Street Grandview Missouri USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1205 Electro-Mechanical Instrument Co. Perkasie Pennsylvania USA 
1206 Allied Capacitors, Inc. Danbury Connecticut USA 
1206 West-Cap East, Inc. Danbury Connecticut USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1207 Core-Tronics, Inc. Orange New Jersey USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics Corporation, General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics Corp., General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics Corp., General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics Corp., General Dynamics/Electronics Rochester New York USA 
1208 General Dynamics Corp., General Dynamics, Electronics 1987 Rochester New York USA 
1208 General Dynamics Corp., General Dynamics Electronics 4989 ] Rochester New York USA 
1208 General Dynamics Corp., General Dynamics Electronics Co. 1994 Rochester New York USA 
1208 General Dynamics Corp., General Dynamics Electronics Co. 1995 Rochester New York USA 
1208 General Dynamics Corporation 1996 Rochester New York USA 
1208 General Dynamics Corp. 2001 Rochester New York USA 


1209 South River Metal Products Co., Inc. 1964 South River New Jersey USA 
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1209 South River Metal Products Co., Inc. t South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co., Inc. South River New Jersey USA 
1209 South River Metal Products Co. South River New Jersey USA 
1209 South River Metal Products Co. S. River New Jersey USA 
1209 South River Metal Products Co. S. River New Jersey USA 
1209 South River Metal Products Co. S. River New Jersey USA 
1209 South River Metal Products Co. S. River New Jersey USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft Company Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft 1987 Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft 1989 Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft 1994 Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft 1995 Chicago Illinois USA 
1210 APCO Electronics 1996 Chicago Illinois USA 
1210 APCO Electronics, A Division of American Plasticraft 2001 Chicago Illinois USA 
1211 Hamilton Watch Company Lancaster Pennsylvania USA 
1211 Hamilton Watch Company Lancaster Pennsylvania USA 
1211 Bel Fuse Ltd. Kowloon Hong Kong 
1211 Bel Fuse Ltd. Kowloon Hong Kong 
1211 Bel Fuse Ltd. Kowloon Hong Kong 
1211 Bel Fuse Ltd. 1987 Kowloon Hong Kong 
1211 Bel Fuse Ltd. 1989 Kowloon Hong Kong 
1211 Bel Fuse Ltd. 1994 Kowloon Hong Kong 


1211 Bel Fuse Ltd. 1995 Kowloon Hong Kong 
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1211 Bel Fuse 1996 Kowloon Hong Kong 
1211 Bel Fuse Ltd. 1999 8F/8 Luk Hop Street San Po Kong Kowloon Hong Kong 
1211 Bel Fuse Ltd. 2001 Kowloon Hong Kong 
1212 Bel Fuse, Inc. 1964 Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 1987 Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 1989 Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 1994 Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 1995 Jersey City New Jersey USA 
1212 Bel Fuse Inc. 1996 Jersey City New Jersey USA 
1212 Bel Fuse Inc. 1997 Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 1999 198 Van Vorst Street Jersey City New Jersey USA 
1212 Bel Fuse, Inc. 2001 198 Van Vorst Street Jersey City New Jersey USA 
1213 American Video, Inc. Compton California USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. Richardson Texas USA 
1213 Spectronics, Inc. 830 East Arapaho Road_ Richardson Texas USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated. Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 


1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
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1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1214 AMP Incorporated, Capitron Division Elizabethtown Pennsylvania USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products, Inc. Dallas Texas USA 
1215 Decibel Products Dallas Texas USA 
1215 Decibel Products Dallas Texas USA 
1215 Decibel Products, Inc. 3184 Quebec Street Dallas Texas USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1216 Hermetic Seal Corporation Rosemead California USA 
1217 Automatic Coil Co. Hialeah Florida USA 
1217 Automatic Coil Co. Hialeah Florida USA 
1217 Automatic Coil Co. Hialeah Florida USA 
1217 Automatic Coil Co. 1987 Hialeah Florida USA 
1217 Automatic Coil Corp. 1989 Miami Florida USA 
1217 Automatic Coil Corp. 1994 Miami Florida USA 
1217 Automatic Coil Corp. 1995 Miami Florida USA 
1217 Automatic Coil Company 1996 New Hyde Park New York USA 


1217 Automatic Coil Co. 2001 55 South Denton Avenue New Hyde Park New York USA 
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1218 Isotran, Inc. Gleasondale Massachusetts USA 
1219 Dynamic Speaker Corp. Chicago Illinois USA 
1219 Fernseh, Inc. Salt Lake City Utah USA 
1219 Fernesh, Inc. 1987 Salt Lake City Utah USA 
1219 Fernesh, Inc. 1989 Salt Lake City Utah USA 
1219 Fernseh, Inc. 1994 Salt Lake City Utah USA 
1219 Fernseh, Inc. 1995 Salt Lake City Utah USA 
1219 Fernseh Inc. 1996 Salt Lake Utah USA 
1219 Fernseh, Inc. 2001 P.O. Box 15068 Salt Lake City Utah USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1220 L-Tran Engineering Co. Chicago Illinois USA 
1221 Kemet Dept., Linde Co., Div. Union Carbide Corp. Cleveland Ohio USA 
1221 Kemet Dept., Linde Co., Div. Union Carbide Corp. Cleveland Ohio USA 
1222 Sartron Inc. Newberg Oregon USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1223 Tedford Crystal Laboratories, Inc. Cincinnati Ohio USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1224 Gilles Electronics, Inc. Hoopeston Illinois USA 
1225 Ace Transformer Co. Chicago Illinois USA 
1225 Ace Transformer Co. Chicago Illinois USA 
1225 Ming Dee Electronics Taipei Taiwan 


1225 MDE Electronics Co., Ltd Taipei Taiwan 
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1225 MDE Electronics Co., Ltd. [1981S Taipei Taiwan 
1225 MDE Electronics, Ltd. 1987 Taipei Taiwan 
1225 MDE Electronics, Ltd. 1989 Taipei Taiwan 
1225 MDE Electronics, Ltd. 1994 Taipei Taiwan 
1225 MDE Electronics, Ltd. 1995 Taipei Taiwan 
1225 MDE Electronics, Ltd. 1996 Taipei Taiwan 
1225 MDE Electronics Co. 2001 PO Box 02 Hsin-wu Taipei Taiwan 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. Sioux Falls South Dakota USA 
1226 Sencore, Inc. SiouxFalls South Dakota USA 
1226 Sencore, Inc. Central West Sales & Ser Sioux Falls South Dakota USA 
1227 Simplex Wire & Cable Co. Cambridge Massachusetts USA 
1227 Simplex Wire & Cable Co. Cambridge Massachusetts USA 
1227 Simplex Wire & Cable Co. Cambridge Massachusetts USA 
1227 Simplex Wire & Cable Co. Cambridge Massachusetts USA 
1227 Simplex Wire & Cable Co. Cambridge Massachusetts USA 
1228 Cornel Controls Corporation Bayamon Puerto Rico USA 
1228 Cornel Controls Corporation Bayamon Puerto Rico USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians, Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians, Inc. Chicago Illinois USA 
1229 Transformer Technicians, Inc. Chicago Illinois USA 
1229 Transformer Technicians; Inc. Chicago Illinois USA 
1229 Transformer Technicians, Inc. 1987 Chicago Illinois USA 
1229 Transformer Technicians; Inc. | 1989 Chicago Illinois USA 
1229 Transformer Technicians; Inc. 1994 Chicago Illinois USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
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1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mount Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Mt. Vernon New York USA 
1230 Del Electronics Corp. Valhalla New York USA 
1230 Del Electronics Corp. 1 Commerce Park Valhalla New York USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics Co. Chicago Illinois USA 
1231 Aguirre Electronics, Corp. Chicago Illinois USA 
1231 Aguirre Electronics Co. 4914 W.Belmont Chicago Illinois USA 
1232 Astron Div., Renwell Industries East Newark New Jersey USA 
1233 Waterman Electronics Tube Co. - According to official ECIA documents Unknown 1934 East Hagert Street Philadelphia Pennsylvania USA 
1234 Reeves Soundcraft 1 Danbury Connecticut USA 
1234 Reeves Soundcraft i } Danbury Connecticut USA 
1234 Reeves Soundcraft Danbury Connecticut USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
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Code Company/Manufacturer Year Address City State Country 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1235 Keystone Carbon Company Saint Marys Pennsylvania USA 
1236 Amelco Semiconductor Mountain View California USA 
1236 Amelco Semiconductor Mountain View California USA 
1236 Amelco Semiconductor Mountain View California USA 
1236 Amelco Semiconductor Mountain View California USA 
1236 Amelco Semiconductor Mountain View California USA 
1236 Teledyne Semiconductor Mountain View California USA 
1236 Teledyne Semiconductor Mountain View California USA 
1236 Teledyne Semiconductor Mountain View California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 J. W. Miller Company Los Angeles California USA 
1237 Bell Industries, J. W. Miller Div. Compton California USA 
1237 Bell Industries, J. W. Miller Div. Compton California USA 
1237 Bell Industries, J. W. Miller Div. Compton California USA 
1237 Bell Industries, J. W. Miller Div. 1987 Compton California USA 
1237 Bell Industries, J. W. Miller Div. 1989 Compton California USA 
1238 KSC Semiconductor Corp. West Newton Massachusetts USA 
1238 Aerovox Industries New Bedford Massachusetts USA 
1238 Aerovox, Inc. New Bedford Massachusetts USA 
1238 Aerovox, Inc. New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1987 New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1989 New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1994 North Dartmouth Massachusetts USA 
1238 Aerovox, Inc. 1995 North Dartmouth Massachusetts USA 
1238 Aerovox, Inc. 1996 New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1997 New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1998 New Bedford Massachusetts USA 
1238 Aerovox, Inc. 1999 740 Belleville Ave New Bedford Massachusetts USA 
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1238 Aerovox, Inc. 2001 Belleville Avenue New Bedford Massachusetts USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1239 Wetler Corporation Pennsauken New Jersey USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Paris Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Park Illinois USA 
1240 Clinton Electronics Corp. Loves Pk. Illinois USA 
1240 Clinton Electronics Corp. 1987 Loves Park Illinois USA 
1240 Clinton Electronics Corp. 1989 Loves Park Ilinois USA 
1240 Clinton Electronics Corp. 1994 Rockford Illinois USA 
1240 Clinton Electronics Corp. 1995 Rockford Illinois USA 
1240 Clinton Electronics Corp. 1996 Loves Park Illinois USA 
1240 Clinton Electronics Corp. 1997 Rockford Illinois USA 
1240 Clinton Electronics Corp. 1998 Rockford Illinois USA 
1240 Clinton Electronics Corp. 1999 6701 Clinton Road Loves Park Illinois USA 
1240 Clinton Electronics Corp. 2001 Box 2071 Loves Park Illinois USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1241 Perfection Electrical Products, Inc. Nashville Tennessee USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
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1242 Electronics, Inc., of Pa. 1967 Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1242 Electronics, Inc., of Pa. Willow Grove Pennsylvania USA 
1243 Inglot Electronics Corp. Chicago Illinois USA 
1243 Electrosonics International, Inc. Philadelphia Pennsylvania USA 
1243 Electrosonics International, Inc. Philadelphia Pennsylvania USA 
1243 Electronics International, Inc. Philadelphia Pennsylvania USA 
1243 Electronics International, Inc. Philadelphia Pennsylvania USA 
1243 Electronics International, Inc. Philadelphia Pennsylvania USA 
1244 Unknown - Will update if information becomes available Unknown 
1245 Unknown - Will update if information becomes available Unknown 
1246 Unknown - Will update if information becomes available Unknown 
1247 Sertech Labs, Inc. 1997 Watertown Massachusetts USA 
1247 Sertech Labs, Inc. 1998 Watertown Massachusetts USA 
1248 Unknown - Will update if information becomes available | Unknown | 
1249 Samsung Semiconductor 1997 San Jose California USA 
1250 Protek Devices, Inc. 1997 Tempe Arizona USA 
1251 Tessera 1997 San Jose California USA 
1251 Tessera 1998 San Jose California USA 
1252 Silicon Storage Technology 1997 Sunnyvale California USA 
1252 Silicon Storage Technology 1998 Sunnyvale California USA 
1252 Silicon Storage Technology 1999 1171 Sonora Court Sunnyvale California USA 
1252 Silicon Storage Technology, Inc. 2001 1171 Sonora Court Sunnyvale California USA 
1253 MiniReel Components 1997 Garden Grove California USA 
1254 Phicom U.S.A. Inc 1997 Cupertino California USA 
1255 Unknown - Will update if information becomes available | Unknown | 
1256 Panda Project 1997 Boca Raton Florida USA 
1256 Panda Project 1998 Boca Raton Florida USA 
1257 Bel Hybrids & Magnetics Inc. 1997 Indianapolis Indiana USA 
1257 Bel Fuse Hybrids & Magnetics Inc. 1999 5362 West 78th Street Indianapolis Indiana USA 
1257 Bel Hybrids & Magnetics Inc. 2001 5362 West 78th Street Indianapolis Indiana USA 
1258 Unknown - Will update if information becomes available | Unknown | 
1259 Logic Devices 1997 Sunnyvale California USA 
1259 Logic Devices, Inc. 1998 Sunnyvale California USA 
1260 SGS-Thomson Microelectronics 1997 Carrollton Texas USA 
1261 SGS-Thomson Microelectronics 1997 Rousset Cedex France 
1262 Unknown - Will update if information becomes available | Unknown —_| 
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1263 Micro Instrument Company 1997 Escondido California USA 
1263 Micro Instrument Company 1998 Escondido California USA 
1264 Berg Electronics 1997 Etters Philadelphia USA 
1265 Unknown - Will update if information becomes available | Unknown | 
1266 Northrop Grumman Corporation 1997 Rolling Mdws Illinois USA 
1267 Etron Technology, Inc. 1997 Hsinchu Taiwan 
1268 Lansdale Semiconductor, Inc. 1997 Tempe Arizona USA 
1269 Unknown - Will update if information becomes available | Unknown | 
1270 ITW Meritex 1997 Penang Malaysia 
1270 ITW Meritex 1998 Penang Malaysia 
1270 ITW Meritex Sdn. Bhd 1999 11900 Bayan Lepas FIZ F Penang Malaysia 
1270 ITW Meritex Sdn. Bhd. 2001 11900 Bayan Lepas FIZ F Penang Malaysia 
1271 Unknown - Will update if information becomes available | Unknown | 
1272 Dialogic Corporation 1997 Parsippany New Jersey USA 
1273 Sigmatron International, Inc. 1997 Del Rio Texas USA 
1274 Inovent Ltd. 1997 Wyndmoor Philadelphia USA 
1275 Minco Technology Labs, Inc. 1997 Austin Texas USA 
1275 Minco Technology Labs, Inc. 1998 Austin Texas USA 
1275 Minco Technology Labs, Inc. 1999 1805 Rutherford Lane Austin Texas USA 
1275 Minco Technology Labs, Inc. 2001 1805 Rutherford Lane —_ Austin Texas USA 
1276 Artie Tool & Eng. Co. Inc. 1997 Warwick Rhode Island USA 
1277 Foxconn International, Inc. 1997 Sunnyvale California USA 
1278 Pantronix Corporation 1997 San Jose California USA 
1279 Weber VST 1997 Kokomo Indiana USA 
1279 Weber VST 1998 Kokomo Indiana USA 
1279 Weber VST 1999 302 Edgewater Lane Kokomo Indiana USA 
1279 Weber VST 2001 302 Edgewater Lane Kokomo Indiana USA 
1280 Tokyo Printing Ink Corporation U.S.A. 1997 Rancho Dominguez California USA 
1281 Solid State Devices 1997 La Mirada California USA 
1282 Unknown - Will update if information becomes available | Unknown —_| 
1283 Volex 1997 Claremont North Carolina USA 
1283 Volex 1998 Claremont North Carolina USA 
1283 Volex, Inc. 1999 1123 Industrial Drive SW Claremont North Carolina USA 
1283 Volex, Inc. 2001 1123 Industrial Drive SW Claremont North Carolina USA 
1284 Volex 1997 Chula Vista California USA 
1284 Volex 1998 Chula Vista California USA 
1284 Volex, Inc. 1999 1664 Industrial Boulevarc Chula Vista California USA 
1284 Volex, Inc. 2001 1664 Industrial Blvd. Chula Vista California USA 
1285 Volex 1997 Tijuana Mexico 


1285 Volex 1998 Tijuana Mexico 
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1285 Volex, Inc. 1999 Boulevard Reforma, Aver Tijuana BCFA Mexico 
1285 Volex, Inc. 2001 Blvd.Reforma, Avenue Nc Tijuana BCFA Mexico 
1286 CoEy, Inc. 1997 Watertown South Dakota USA 
1286 DT Magnetics, Watertown Division 1998 Watertown South Dakota USA 
1286 CoEv, Inc. 1999 3003 9th Ave SW PO Bo» Watertown South Dakota USA 
1286 CoEv, Inc. 2001 3003 9th Ave SW PO Bo» Watertown South Dakota USA 
1287 Lightning Metal Specialties 1999 123 Scott Street Elk Grove Village Illinois USA 
1287 Flextronics Enclosures 2001 123 Scott Street Elk Grove Village Illinois USA 
1288 Philips Electronics Industries Ltd. (Taiwan) 1999 Chupei Industrial Zone — Hsin-Chu Hsien Taiwan 
1288 Philips Electronics Industries Ltd. 2001 Chupei Industrial Zone = Hsin-Chu Hsien Taiwan 
1289 Hua Fei Colour Display Systems Co. Ltd. (Philips Mainland China) 1999 Cross St. Village/Mai Gac Nanjing China 
1289 Hua Fei Colour Display Systems Co.Ltd. 2001 Cross St. Village Mai Gao Qiao Zhong Yang Men Wai_ China 
1290 Philips Electronics Industries Ltd. (Taiwan) 1999 2 Tai-Ho Rd Chupei Hsinchu Taiwan 
1290 Philips Electronics Industries Ltd. 2001 2 Tai-Ho Rd Chupei Hsin-Chu Taiwan 
1291 Nanjing Huapu Electronics Co. Ltd. (Philips Mainland China) 1999 PO Box 2805-82 Mai Gao Qiao Nanjing China 
1291 Nanjing Huapu Electronics Co. Ltd. 2001 PO Box 2805-82 Mmai Gao Qiao Nanjing China 
1292 Bel Fuse China 2 1999 Dutou, Huang Cheng Dis Zhongshan Guangdong China 
1292 Bel Fuse China 2 2001 Dutou Huang Cheng District Zhongshan China 
1293 Bel Fuse Magnetics Ltd. 1999 11910 Shiloh Road, Suite Dallas Texas USA 
1293 Bel Fuse Magnetics Ltd. 2001 11910 Shiloh Road, Suite Dallas Texas USA 
1294 Bel Fuse Inc. 1999 4901 Morena Blvd San Diego California USA 
1294 Bel Fuse Inc. 2001 4901 Morena Blvd. San Diego California USA 
1295 DT Magnetics 1999 140 Crosby Road Dover New Hampshire USA 
1295 DT Magnetics 2001 140 Crosby Rd. Dover New Hampshire USA 
1296 Voiex Corporation 2001 646 Caribbean Drive Sunnyvale California USA 
1297 Circuit Assemblies Corp. 2001 18 Thomas St. Irvine California USA 
1298 Bermo, Inc. 2001 4501 Ball Road Northeas Circle Pines Minnesota USA 
1299 Bermo, Inc. 2001 31790 Hayman Street Hayward California USA 
1300 Bermo Scotland Ltd. 2001 Glover Road Westwood Park Fife Scotland 
1301 Bermo Mexico, S. de R.L.de C.V. 2001 Carretera A Base Aerea#! Col. La Mora CP 45100 Zapopan Mexico 


Information about EIA Codes 


Transcribed from the 1994 EIA Code List: 

1. What is the EIA Source Code? 

It is a numeric symbol, assigned and registered by EIA Headquarters, which 
may be stamped or marked on any or all products to identify the production 

source or the vendor assuming product responsibility. 

The EIA code, in addition, provides for adding numerals to the source code 

symbol to identify the year and week of production. 


2. How does the date code work? 

In addition to a source code, it may be desired to identify the date of 
production. This can be done by adding, following a hyphen (-), the last two 
digits of the production year plus the number of the week of that year. 


Say a company is assigned the source code 113. To this is added two digits 
for the year - such as 94 for 1994, or 95 for 1995 - and another two digits for 
the week of the year. 

The combined source and date codes would be, in this case: 


113-9410 


which would represent the company's number 113 plus 94 for 1994, the 
production year, and 10 for the week of March 6-12, the production week. 
For convenience in identifying the week, date code tables in the back of this 
booklet give the number of each week in both 1994 and 1995. 


If a component manufacturer is unable to use the four-digit date code, and 


alternate three-digit code may be used by taking only the last digit of the year. 


The example above would then become: 


113-410 








Name history of the EIA: 

1924 - Associated Radio Manufacturers 

1924 - Radio Manufacturers Association (RMA) 

1946 - RMA/EIA Production Source Codes formally begin 

1950 - Radio Television Manufacturers Association (RTMA) 

1953 - Radio Electronics Television Manufacturers Association (RETMA) 
1957 - Electronic Industries Association (EIA) 


1997 - Electronic Industries Alliance (EIA) 
2001 - Last official release of an EIA member codes list (EIA-476-A) 
2001 - EIA is dissolved into the ECA, JEDEC, GEIA, TIA and CEA 
2001 - ECA merges with NEDA to form the ECIA 
The ECIA still publishes EIA-476-B date codes to this day (2021): 
https://www.ecianow.org/eia-weekly-date-codes 





Notes from the Editor: 


As of V5.0 I've manually added 20 "mystery" numbers to the compilation. 
These are numbers that have not yet appeared on any EIA Production Source Code list that I've seen. 


Until now | didn't want to clutter up the compilation with EIA manufacturer codes that | had no information about, but the 1997 list alone reduced the number of 

unknowns from 43 down to a total of 20 (as of V5.0 - 16.07.21) so now | feel confident enough that highlighting these unknowns won't be too much of an issue. 

| gained information as to the nature of numbers 490 to 1233 from the official ECIA excel documents that are available at this page: https:/Awww.ecianow.org/eia-source-codes 
Those documents unfortunately do not mention what years said companies were active, therefore I've had to mark their years as "Unknown" 


Every unknown number so far: (as of V5.0 - 16.07.21) 
490 - Union Electronics Corp. 

492 - Northeastern Engineering, Inc. 

1032 - Electric Coil Co. 

1034 - Raemick Electronics Corp. 

1111 - The George E. Grahm Co. 

1138 - Vought Electronics, Div. Of Ling-Temco-Vought, Inc 
1155 - Polyphase Instrument Co. 

1164 - Atlas Connectors, Inc. 

1177 - Electron Div, Controls Co. of America 
1233 - Waterman Electronics Tube Co. 
1244 - Unknown 

1245 - Unknown 

1246 - Unknown 

1248 - Unknown 

1255 - Unknown 

1258 - Unknown 

1262 - Unknown 

1265 - Unknown 

1269 - Unknown 

1271 - Unknown 

1282 - Unknown 





Do you have ElA code lists that are missing from this compilation? 
Or information on where they can be found? Contact me! - j@reverb.is 


. Photofact 
Year: |Link: Set: 


Links to EIA Code List Sources 


7 Photofact 
Year: Link: Set: 


https://archive.org/details/1946-eia-codes 


WANTED - Should be available in Sams Photofact sets 1368-1451 





WANTED 


WANTED - Available in Sams Photofact set 1493 





WANTED 


WANTED - Available in Sams Photofact set 1588 


1977 https://archive.org/details/1977-eia-codes 1684 
1978 WANTED - Should be available in Sams Photofact sets 1704-1787 ? 
1979 WANTED - Should be available in Sams Photofact sets 1788-1871 ? 


https://archive.org/details/1949-eia-codes 
https://archive.org/details/1950-eia-codes 
https://archive.org/details/1951-eia-codes 


https://archive.org/details/1952-eia-codes 
https://archive.org/details/1953-eia-codes 


1980 


https://archive.org/details/1980-eia-codes 
https://archive.org/details/1981-eia-codes 


1921 





https://archive.org/details/1954-eia-codes 


WANTED - Should be available in Sams Photofact sets 2040-2123 





https://archive.org/details/1955-eia-codes 


WANTED - Should be available in Sams Photofact sets 2124-2207 





https://archive.org/details/1956-eia-codes 


WANTED - Should be available in Sams Photofact sets 2208-2291 





https://archive.org/details/1957-eia-codes 


WANTED - Should be available in Sams Photofact sets 2292-2375 





https://archive.org/details/1958-eia-codes 


WANTED - Available in Sams Photofact set 2429 





https://archive.org/details/1959-eia-codes 


https://archive.org/details/1987-eia-codes 


WANTED N/A 
WANTED N/A 
WANTED N/A 
https://archive.org/details/1994-eia-codes N/A 
https://archive.org/details/1995-eia-codes N/A 


https://archive.org/details/1996-eia-codes N/A 


https://archive.org/details/1960-eia-codes 
https://archive.org/details/1961-eia-codes 
https://archive.org/details/1962-eia-codes 
https://archive.org/details/1963-eia-codes 





https://archive.org/details/1964-eia-codes 





https://archive.org/details/1965-eia-codes 





https://archive.org/details/1966-eia-codes 





https://archive.org/details/1967-eia-codes 





https://archive.org/details/1968-eia-codes 





https://archive.org/details/1969-eia-codes https://archive.org/details/1997-eia-codes N 


/A 
WANTED - Should be available in Sams Photofact sets 1074-1142 ? 1998 https://archive.org/details/1998-eia-codes N/A 

1971 https://archive.org/details/1971-eia-codes 1192 1999 https://archive.org/details/1999-eia-codes N/A 

1972 https://archive.org/details/1972-eia-codes 1248 2000 WANTED N/A 

-eia- N/A 


1973 https://archive.org/details/1973-eia-codes 1326 2001 https://archive.org/details/2001-eia-codes 


1970 

















Web mirrors for source materials: Some lists can also be found here: https://www.ecianow.org/eia-source-codes 


https://www.scribd.com/document/439662835/1946-RMA-Codes https://www.scribd.com/document/512590529/1973-ElA-Production-Source-Codes 
1946 - Until July | https://archive.org/details/1946-eia-rma-codes-july 1974 WANTED 

1947 WANTED 1975 WANTED 

1948 WANTED 1976 WANTED 

1949 https://www.scribd.com/document/442270119/1949-RMA-EIA-Productiq 1977 https:/www.scribd.com/document/512590820/1977-ElA-Production-Source-Codes 

1950 https://www.scribd.com/document/442270120/1950-RMA-EIA-Producti 1978 WANTED 

1951 https://www.scribd.com/document/439986349/1951-RTMA-EIA-Codes 1979 WANTED 

1952 https://www.scribd.com/document/442270122/1952-RTMA-EIA-Produc 1980 https://www.scribd.com/document/512590891/1980-ElA-Production-Source-Codes 
https://www.scribd.com/document/439662836/1953-RMA-EIA-Codes https://www.scribd.com/document/439662582/1981-ElA-Codes 


1954 https://www.scribd.com/document/439662297/1954-RETMA-EIA-Code 1982 WANTED 
1955 https://www.scribd.com/document/442310667/1955-RMA-ElA-Codes 1983 WANTED 


1956 https://www.scribd.com/document/439950319/1956-RETMA-EIA-Codes 1984 WANTED 
1956 Addendum _|hitps://archive.org/details/1956-eia-codes-addendum 1985 WANTED 

1957 https://www.scribd.com/document/439662705/1957-ElA-Codes 1986 WANTED 

1958 https://Awww.scribd.com/document/442310695/1958-ElA-Codes 1987 https://www.scribd.com/document/512590961/1987-ElA-Production-Source-Codes 

1959 https://www.scribd.com/document/439662844/1959-ElA-Codes 1988 WANTED 

1960 https://www.scribd.com/document/442310700/1960-ElA-Codes 1989 https:/Awww.scribd.com/document/442179220/1989-ElA-Source-Code-List 

1961 https://www.scribd.com/document/439662711/1961-ElA-Codes 1990 WANTED 
https://www.scribd.com/document/4396627 15/1962-ElA-Codes WANTED 
https://www.scribd.com/document/439662141/1963-ElA-Codes WANTED 
https://www.scribd.com/document/507346075/1964-ElA-Codes WANTED 
https://www.scribd.com/document/442179213/1965-ElA-Source-Code- https://www.scribd.com/document/439662834/1994-ElA-Codes 
https://www.scribd.com/document/512590626/1966-ElA-Production-So} https://www.scribd.com/document/439662593/1995-ElA-Codes 
https://www.scribd.com/document/507346495/1967-ElA-Codes https://www.scribd.com/document/514176601/1996-ElA-Production-Source-Codes 
https://www.scribd.com/document/507347072/1968-ElA-Codes https://www.scribd.com/document/515305673/1997-ElA-Production-Source-Codes 
https://www.scribd.com/document/507347068/1969-ElA-Codes https://www.scribd.com/document/515305832/1998-ElA-Production-Source-Code-list 
WANTED https://www.scribd.com/document/515305902/1999-ElA-Production-Source-Codes 
https://www.scribd.com/document/507347082/1971-ElA-Codes WANTED 
https://www.scribd.com/document/507347076/1972-ElA-Codes https://www.scribd.com/document/439662586/2001-ElA-Codes 

































































